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By Dan HALL 
Crier Correspondent 

WILMINGTON - Wilmington’s town 
common is always a beautiful place, 
green-and open. Last Thursday, the 
common was transformed as_ the 
groundbreaking ceremony for the new 
high school was conducted. Many 
school and public officials were pres- 
ent .and spoke at this occasion, which 
began, with Wilmington High School 
senior Connor Burke singing the 
national anthem, followed by a rousing 
performance from the high school 
band, under the direction of Mrs. 
Métte. 

Some opening remarks by State 
Treasurer Steven Grossman opened 
the program. Grossman referenced 
the importance of the arts in educa- 
tion. 

“Arts are the signature of civiliza- 
tion,” said Grossman, as he marveled 
at‘the band’s performance. 

The. new high school, he said, would 
also allow students to pursue all of the 


Incumbents re-elected 


Bullet voting a major factor in the School Committee race 


By JAYNE W. MILLER 
News Editor 
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| WILMINGTON - 
_ Firefighters union has reached a 
_ boiling point and is taking its com- 


_ years of mounting frustration with 
_ a Fire Chief that, they say, is indif- 
_ ferent to training and bent on retal- 


ve scathing letter this week chroni- 
_ | cling a series of alleged insults and 
"} harassment, some leading to pend- 
| ing litigation, following a unani- 
_ mous ‘no confidence’ vote by union 
| members on April 23. 
_ In the letter, addressed to the 
Board of Selectmen and dated 
# April 23, the union calls for the res- 
_ ignation of Fire Chief Ed Bradbury 
‘| “for the safety and wellbeing of the 
members of the department and 
the citizens of the Town of 
Wilmington” 
changes and intervention by the 
management of this Town” are 


The letter is printed in its entirety 
on Page 4. 


Manager Jeffrey Hull Tuesday and 
_ he was not aware of the letter. The 
union sent the letter exclusively to 
the Crier as of Tuesday evening. 
Neither Board of Selectmen mem- 
to whom the letter is 


In the Selectmen race, 
Mike Newhouse and Lou 
Cimaglia both won re-elec- 


The Wilmington 


to the public after four 


The Crier received a 


unless “serious 


Crier contacted Town 


Commonwealth of — 


addressed, nor Fire Chief Bradley 
were aware of the union vote until 
the Crier contacted Hull. Union 
President Bill Cavanaugh told the 
Crier that the letter was being sent. 
to the Selectmen Tuesday night. 
Though a call to Chief Bradbury 


Massachusetts 
Treasurer Steve Grossman speaks of 
the new High School. 

Photo by joebrownphotos.com 


race, which had three seats 
up and only two incumbents 
seeking re-election, Peggy 


record. 


| STEM (science, technology, engineer- 
j ing and math) fields in a modern facil- 
_ ity capable of providing the highest 
_ caliber education, but he wished to add 
_ an ‘A’ to that acronym. 


“I'd like to amend it to be STEAM- 


| Science, Technology, Engineering, the 
_ Arts, and Math,” said Grossman. The 
_ importance of education was further 
| explained by Grossman. He mentioned 
| that education is what made America 
_ so great, and that Massachusetts made 
_. America, as the bay state is the cradle 
_ of American culture and the birthplace 
_ of the revolution. 


Representative Jim Miceli, who has 


_ long been a champion of the new High 
_ school, stated that he was “Elated to be 
here.” He commented that Wilmington 
_ was a great town that offered a great 
education, and deserved a brand new, 
| great high school. Representative Ken 


Gordon further elaborated on 
Massachusetts’s role in education, 
speaking to-the long history of public 
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was not immediately returned, 
Town Manager Jeff Hull released a 
statement in response to the letter, 
standing by the Chief and his 


Hull defends Chief shea sont Union ——— and call for resignation 


, . eho —— 
(photo by Maureen Brady -www.shootingstarspix.com) 


“Under Chief Edward Bradbury's 
leadership, the Wilmington Fire 
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~- Union: ‘No Confidence’ 


Department has improved report- 
ing protocols, introduced new ther- 
apies that have saved lives, pur- 
chased and implemented state-of- 
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Benton names 
Interim Principal 


By SHARON ADELMAN 


CROWLEY 
Crier Correspondent 

WILMINGTON - 
Wilmington High School 
will have an interim princi- 
pal for the 2013-2014 school 
year. Linda Peters will fill 
the position, as announced 
in an email to school com- 
mittee members earlier this 
week by Wilmington 
Superintendent of Schools, 
Joanne Benton. 

Peters, already within 
WHS’ employ as math 
department lead, has 
worked within the 
Wilmington public school 
system for the past 35 
years. 

I fully support 
Superintendent Benton's 
decision to appoint Ms. 


Peters as interim principal 


at Wilmington High for next 
school year,” School 
Committee member Robert 
Hayes wrote in an email to 
the Crier. “In her fourth 
decade of service to 
Wilmington, Ms. Peters: is 
beloved and respected by.so 
many past and present stu- 
dents, parents, and col- 
leagues.. When Principal 
Peters leads the school next 
year with the same devo- 
tion, character, and work 
ethic she taught with for 
the past 35 years, 
Wilmington High will be in 
very good hands.” 

“Linda Peters is one of the 
most considerate teachers I 
know. She is always there 
for the kids and she’ll ease 


Kane and Kathleen Carroll 
were overwhelmingly re- 
elected with 2,278 and 2,054 
votes respectively. 
Newcomer Julie Broussard 
captured 1,769 votes and the 


WILMINGTON - Despite 
élection bids by several 
long. shot candidates, 
ineluding one write-in can- 
didate, incumbents ruled 
the*ballots Tuesday in the 


tion handily with 2,692 and 
2,697 votes respectively. 
Challenger Kevin 
MacDonald earned just 574 
votes, followed by Daniel 
Murphy with 513. There 


annual town election. were 644 blank votes castin open seat vacated by 
Turnout was just over 22 the election, and 14 write-in Robert Hayes. Challengers 
percent in both the primary candidates. Interestingly, Jennifer Spear and Donna 
fa town elections. Daniel Murphy did not vote Leone earned 1,232 and 868 


votes respectively. Michael Back i in n the Saddle Again 
Bodnar, who ran a write-in Town Clerk Sharon George swears in the newly elected (or R 


in this election, despite 
having his name’on the bal- 
lot. 

In the School Committee 


Hlowrewsfenccn 


To reach 
The Town Crier 
Call: 978-658-2346 
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Cake Mixes 
Canned beef stew 
Canned Fruit 

Canned Vegetables 


c Pancake Syrup 
Cookies and junch Paper Towels 
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It never gets old 
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Wilmington Selectmen don blonde wigs in honor of the Wildcate Hockey team last week, as they were feted at the meet- 
- ing. (l-r) Mike McCoy, Lou Cimaglia, Mike Newhouse, Town Manager Jeff Hull, Judy O' Connell (who did not wear a 


wig), and Mike Champoux. 


Selectmen Notes 


Photo by Christine Kenney 


‘Hockey highlights & Autism Awareness 


In return the captains of the team gave Town Manager 
Jeffrey Hull a jersey with his last name printed on the back. 


By CHRISTINE KENNEY 
Crier Correspondent 
WILMINGTON - Despite that the April 22 Board of 
Selectmen meeting took place one week after the Boston 
' Marathon bombings, after paying respects to the victims of 
. the violence, the board was still able to lighten the mood and 
» even create a few laughs for residents. In what may now 
: séem like tradition, the board paid special recognition to the 
mington High School hockey team for being named state 
s + champions for the second year in a row. And, what now also 
: *S¢ems like tradition, the male selectmen each donned a 
blonde wig in homage to the team members, who dye their 
' hair blond as a good luck charm during the season. 
“J don’t know what else to say than the only tougher thing 
becoming a champion is repeating as a champion,” said 
' Chairman Michael Newhouse. 
» Selectmen Michael Champoux asked the players to note 
- the importance of what has occurred: “Potentially, you are 
f going to carry these memories with you for the rest of your 
Bs ife.” 


- ~ By way of appreciation, the board offered each team mem- 
- ber, as well as the two assistant coaches and head coaches, 
. a flash drive that contained the championship photo of the 
| team. 


Autism Speaks 


In honor of Autism Awareness Month, Kelley Borer-Miller, 
senior director, Field Development, from Autism Speaks 
gave a presentation at the meeting, wishing to raise the four 
main avenues to educate people about her organization: 
advocacy, awareness, family services and science. She want- 
ed to make sure the town was aware of the many services 
available through the Autism Speaks website that can help 
parents who have a child who battles the neurological dis- 
ease that often shows itself through rigid behaviors and the 


inability to relate to others. 


Selectman Michael McCoy noted that his son is diagnosed 
with autism and was very supportive of Borer-Miller’s point 
about the importance of creating inclusion and acceptance 
in the school setting. He noted that he felt his son would be 
successful in life largely from the support he has received 
from the school system and his classmates in Wilmington. 

Borer-Miller also mentioned Autism Speaks’ Light it up 
Blue event on April 2, which encourages buildings and busi- 
nesses to don blue lights to raise Autism awareness. 

While the town missed the event this year, according to 
Newhouse, the town hopes to participate next year. 


za 
o" & 


The newly re-elected selectmen, Lou Cimaglia (1) and Mike Newhouse (r) celebrate at 


Town Hall Tuesday me 2d following the annual town election. 


(Photo by Maureen Brady - ShootingStarsPix.com) 


Advertisement 
It’s Your Money 
by Todd Brisbois 


NEW BRACKETS, 
NEW RATES 


For 99. 3-percent of households, the new 
tax law will make no changes in their in- 
i come taxes. But, for the first time since 
| 1993, top earners will see higher federal 


} The first $8,925 of taxable income ($17,850 
for married filing jointly; $12,750 for heads 

} of household) is still taxed at 10 percent for 

everyone. Up to $36,250 for singles, the rate 

is 15 percent of the excess; up to $87,850, it’s 25 percent. The rates 
ereep up pretty much as they had, ‘but once taxable rises to 
$398,350 for everyone-single, married, or head of. household -the 
tax rate is 33 percent of the excess. Up to $400,000 ($450,000 for 
married, $425,000 for head of household) the marginal rate is 35 


percent. Anything over that bracket is taxed at 39.6 percent-still 
lots lower than during World War II. ‘ 

Standard deductions rise a bit; so do personal exemptions. But 
some of the itemized deductions are phased out for high-income 
taxpayers. The AMT exemptions have one up to $80,750 for cou- 
ples, and $51,900 for singles and heads of households. 

Brought to you as a public service by the tax professionals at: 


Brisbois 
Capital Management, LLC 


11 Middlesex Ave, Suite 1, Wilmington, MA 01887 


888-680-6886 
www.BrisboisCapital. com 


Securities offered through Securities Service Network, Inc., 
Member FINRA/SIPC 
Office of Supervisory Jurisdiction: 
9729 Cogdill Rd, Suite 301, Knoxville, TN 37932, 865/777-4677 
* Brisbois Capital Management, LLC, is a registered investment advisor 


Follow the Town 
Crier on Twitter @: 
editortowncrier 


for your old 
gold stash 


Bernard Jewelers 
2144 Main St. » TEWKSBURY 


978-988-8884 


Formerly in the 


Jewelers Building, Boston _ 


Honoring 
Officer 


| Sean 


Collier 
Through 


memorial 
scholarships 


By Dan HALL 
Crier Correspondent 

WILMINGTON - Many 
local area businesses and 
individuals want to honor 
Officer Sean Collier, the 
Wilmington native who 
was tragically slain by the 
Terrorist Tsarnaev broth- 
ers. Marissa Bortone, a 
graduate of Wilmington 
High School in 2004 who 
went to school with Sean 
Collier, is organizing a 
fundraiser to support a 
scholarship fund in 
Collier’s name. The event 
will be held at the Knights 
of Columbus in Tewksbury 
on May 10th from 7:30- 
11PM. 

Bortone wrote a letter, in 
which she stated that she 
is, “writing you to inform 
you that we will be holding 
a fundraiser for the schol- 
arship fund on Friday, May 
10th, 2013 from 7:30-11 PM 
at the Tewksbury Knights 
of Columbus Hall. Tickets 
will be $10 at the door and 
we will have light appetiz- 
ers, a cash bar, music, and 
raffles. Additionally, any- 
one looking to send dona- 
tions can write a check to 
the Sean Collier Memorial 
Scholarship and send to 
Marissa Bortone at 161 
Church St., Wilmington, 
MA, 01887.” The 
Scholarship being estab- 
lished will help finance an 
education for a graduating 
Wilmington High School 
senior who is pursuing a 
career in Criminal Justice, 
Security, or the Military. 

Bortone, who is now a 
teacher at Wilmington 
High School, said that she 
thought of Sean Collier as 
a heroic and wonderful 
individual. Other busi- 
nesses have expressed 
interest in fundraising for 


Sean Collier, including 
Wilmington House of 
Pizza. 


- The festival was comprised 
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Wilmington native 
Publishes Poetry 
Collection 


By JON BisHoP 
Crier Correspondent 


WILMINGTON—John 
Williams, the co-founder and 
editor of the Inflectionist 
Review and the co-director 
of the Walt Whitman 150 
Organization, has been writ- 
ing since he was eight. 
Those stories, which he 
describes as “silly,” began a 
lifelong journey—one in 
which tree-lined Wilmington 


. Streets gave him pause and 


communities of writers 
brought him strength. 

In his twenties he discov- 
ered poetry—or, as he puts 
it, it found him. 

“Over the past decade or 
so, I’ve composed around 
3,000 poems and have been 
honored with publication in 
around 250 magazines and 
anthologies, along with pub- 
lishing several chapbooks 
[pocket sized booklet] and 
editing two poetry antholo- 
gies,” he says. 

His work was recently 
translated into Albanian, 
which he says was “quite 
humbling.” 

He also discovered a pas- 
sion for sharing his work 
with others. 

“I co-founded the Moonlit 
Poetry critique group in 
2009, and this constant influx 
of new ideas, honest criti- 
cisms, and fresh voices 
helped hone my own voice,” 


the says. “They keep me hon- 


est. I definitely wouldn’t be 
where I am today and would- 
n’t be headed on this path if 
it weren’t for trusted allies 
with a mutual passion for 
words.” 

And he also wouldn’t be 
here if it weren’t for 
Wilmington’s influence. 

“I think where we come 
from has a_ tremendous 
effect on us, on our perspec- 
tives,” he says. “from pass- 
ing down Wilmington’s tree- 
lined streets and by its gor- 


geous old houses, so rich in 
history, on my morning 
treks to school every’ day I 
learned to pause whatever I 
was doing and just listento 
the whispering branches, to 
the way a hundred year old 
sign creaks in the wind, 

“Though it was a fun ¢hild- 
hood, it also gave me much 
time to _ reflect’ -<on. 
Sometimes I’d sneak ‘out ‘to 
the thickly-wooded © area 
behind the  Shriner’s 
Auditorium and sit and write 
a summer day away.”* 2+) 

He also credits his Eniglish 
teachers, whom he- alls 

“amazing.” . 

His latest collection, ‘whith 
is titled “Controlled 
Hallucinations,” took sik % 
eight months to write.” 
describes it as a “adel. 
connected collection of con- 
ceptual and mysterious 
poems that are also meant 
to be read as a group and 
are thematically linked:” 

He hopes the book “creates 
its own universe and dsks 
questions of ours—quéstions 
of language and meaning, of 
memory and emotion, of 
how we as a people are-both 
disconnected and unified, 
sometimes simultaneously.” 


To those who might consid- 


er writing poetry or’ short 
stories or publishing books, 
Williams says: be patient: 
“Your work won’t better 
itself, so you must write 
hard and often and always 
be self-critical,” he says. 
“Don’t make the road -too 
easy for yourself.” at 
He also stressed the ‘need 
to listen to the heat—which 
can often lead to sneaking 


out to the woods to write. 


amongst the swaying trees 
and the creaking signs and 


the chirping birds. 
He can be found , at 
http:/ /obnsibleywillianas, w 


ordpress.com/. 

Williams graduated from 
Wilmington High School in 
1997. 


WHS Student 
Makes All-State 


Chorus 


ra k 
ate 


Connor Burke makes music his future: 


By Dan HALL 

Crier Correspondent 

WILMINGTON - Local 
High School senior Connor 
Burke is an accomplished 
singer and student, and his 
hard work in both ventures 
is paying off. Next fall, 
Connor will be attending 
Boston University to study 
music theory and vocal com- 
position with hopes of pursu- 
ing a career in music per- 
formance, which he chose 
over Berklee College of 
Music, the Boston 
Conservatory, and the Hartt 
School. While this is a lofty 
dream, and unreachable for 
most, Connor has good rea- 
son to believe that he can 
make this dream come true. 
This year he was elected to 


the Massachusetts all-state 


chorus, the most prestigious 
vocal performance group in 
the state. Thought of as the 
Olympics of chorus, joining 
this group was no easy task. 

In November, Connor was 
elected into the MMNE 
Northeastern district choir. 
While this is an enormous 
honor in and of _ itself, 
Connor said it was “Only 
step one, since you have to 
do really well in the district 
auditions to qualify for the 
all-state choir.” Having 
done exceedingly well at this 
audition, Connor auditioned 
for the all-state choir in 
December of 2012 and was 
notified on December 17 that 
he qualified for that highest 
honor of high school vocal 
performance. The hard 
work still lay ahead, accord- 
ing to Connor. 

“T had to learn and memo- 
rize all six pieces of music 
before the festival began. 


of two rehearsal days totale 
ing 18 hours of rehearsal. ‘It 
was a wonderfully exhalust- 
ing experience, culminating 
in a possible once in‘a life- 
time performance ‘ * ‘at 
Boston's Symphony* -Hall 


Ped * as Wd a we A 4 5 t 


with the best high séhdol : 


singers in Massachusetts. {It 
was amazing to be a parts ‘of 
this elite chorus.” 

Some other acconplish- 
ments have come Connor’s 
way in recent months. On 
the day of the All-State 
Festival Concert, Burke 
learned that he had received 
an award for an original 
score that he wrote for 
WHS's original play "Still 
Falls The Rain", whi¢h 
advanced to the finals of the 
Massachusetts Educational 
Theater Guild (METG) One 
Act Festival. 

“I was also notified by 
UMass Lowell just this week 
that I am a twelfth grade 
winner of the NAfME 
(National Association for 
Music Education) 2013 Youth 
Composition Festival.” Said 
Connor. 

Connor, who participated 
in the performing arts since 
fourth grade, has plenty of 
people to thank for this 
tremendous. accomplish- 
ment. “...It is because of the 
strong performing arts pro- 
gram in Wilmington that: I 
feel prepared to pursue my 
dream next year and for the 
rest of my life. I would espe- 
cially like to thank Ms. 
DiLullo, Ms. Mette, and Mr. 
Luciana for their help and 
support.” Connor’s most 
recent performance at the 
new WHS groundbreaking 
brought everyone to: eir 
feet as he sang thé ‘Star 
Spangled Banner. ay 


» Rie 
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Annual Art Exhibit at TMHS 


The Tewksbury Public 
Schools will be sponsoring the 
29th Annual Art Exhibit and 
Town-wide Band Concert. The 
year’s events will be held at 
the Tewksbury Memorial High 
School. The exhibit will be 
held over a two-day period to 
allow more time for students 

‘ii and families to view the mate- 
2 Fialy 

: « The dates have been set for 
| Friday, May 17 from 7-9 with a 
3/public showing at the TMHS 


Cafeteria, and then on 
Saturday, May 18th from 10:00 
am-2:00 pm, also a_ public 
showing at the cafeteria. 
Ribbons will be awarded to 
all participants, with one work 
judged “Best of Show” from 
each building. Up to six 
“Honorable Mention” awards 
will be awarded by each sec- 
ondary and elementary spe- 
cialist. A “Best of Show” rib- 
bon will be awarded to each of 
the seven schools in the sys- 


‘Children’s Author/illustrator 
“visits school 


WILMINGTON - 
e Tuesday, 4/23, Wilmington 
«Middle School welcomed a 

* visit from author/illustrator, 

Lat Masiello. A graduate 

.40f the Rhode Island School 

-of Design, Mr. Masiello has 

ml ‘created a wide variety of 
;,artwork for newspapers, 


On 


books, posters, prints, and 
fine art exhibits. He is inter- 
nationally known for the 
children’s books he has writ- 
ten and illustrated, and 
especially well known for his 
“How to Draw” series. Since 
1987, he has visited over 
2,300 schools all. over the 
world, inspiring students 
with. his. life story, humor, 
and art. He introduced one 
of his newest books for mid- 
dle schoolers, Beats, The 
Mystic Phyles, and donated 
an autographed copy and 
several drawings to the 
school. This enrichment pro- 
gram was sponsored by the 
Wilmington School to 
Business Partnership and 
the Wilmington Middle 
School PAC. 


“Wildcat Athletic Alumni 
‘& Friends’ Fundraiser 


* WILMINGTON - The 

” Wildcat Athletic Alumni and 

- Friends' Committee is hold- 
-ing their Third Annual 

~ Fundraiser, “100 Hungry 
’ Wildcats,” on Thursday, May 
* 46,' 2013, at 7:00 pm at the 


Shriners' Fez Room, 99 
‘Fordham Road in 
‘Wilmington. This is the 


* group's major fundraiser 
’ that helps to support our stu- 
“ dent athletes and assist the 
‘Wilmington High School 
Athletic Department with 
 neéds that the budget cannot 
‘accommodate. The commit- 
tee has also re-established 
~the Senior Sports Award 
‘Banquet as a thank you to 
all the Wilmington High 
School Senior Varsity 
Athletes. 

The “100 Hungry Wildcats” 
fundraiser is a drawing and 
dinner. Only 100 tickets are 
available at a donation of 
$10) iper ticket. Tickets can 


be purchased individually, 
by groups of friends, busi- 
hesses or organizations. 

Your ticket will entitle you 
to a buffet dinner for two, 
the opportunity to win cash 
prizes (Grand Prize $1,500), 
gift certificates and special 
alumni shirts and _ sweat- 
shirts. There will also be an 
additional raffle for four (4) 
Red Sox tickets valued at 
$500.00. 

Don't miss your opportuni- 
ty to have a social evening 
with alumni and friends, a 
delicious dinner, and chance 
to win great prizes. 

All proceeds directly sup- 
port. the student athletes at 
Wilmington High School. 
Last year was a fun event! 
To purchase your ticket, 
please call: Jack Cushing 

. (978.658.2170), Kevin Caira 
(978.657.7734) or Mark 
DiGiovanni (978.479.5263). 


Michaud birth annoucement 


Jaime and Troy Michaud 
of Berwick, Maine, are 
pleased to announce the 
birth of their son, Hayden 
j Taylor Michaud, who was 
, born on March 18th at the 
» York Hospital in Maine. 
_ Hay en was born was 9 
pounds, 11 ounces and is the 

} icbrother of Chance Ashton 


& O'NEIL 


SPINDLER 8 


7 Main St., N. Reading, 
next to Sears Plaza 
Route 28 


(978) 664-2100 


MA 


and Reese Camden. 

Hayden is also the grand- 
son of Ronald and Gail 
Stewart of Belmont, New 
Hamoshire, Rebecca 
Michaud of South Berwick, 
Maine and Ronald and 
Deborah Michaud of 
Tewksbury, Mass. 


tem. 
Awards will be made in the 


following categories: Pottery, . 


Photography, Pen and Ink, 
Painting, Pastels, Pencil, 
Assemblage, Sculpture, 
Graphics, Calligraphy, 
Marker, Mixed Media, 
Crayons, and Tech Media. 

Again this year, a Town-wide 
Band Concert Performance 
will be held in conjunction 
with the Art Exhibit. On 
Friday, May 17th, our TPS 
musicians, under the direction 
of Mr. Andrew Walsh, will per- 
form in the High School 
Auditorium. Concert perform- 
ance begins at 6:30 PM. 3 


All parents and members of 
the Tewksbury community are 
invited to attend the musical 
performance and the exhibit. 
It is our annual showcase for 
the many talented students 
throughout the district, and 
we expect this exhibit to 
match or exceed the high 
standards set by previous 
exhibits. 

For further information, 
contact: Dr. Patricia A. Lally, 
Assistant Superintendent, 
Tewksbury Public Schools, 
139 Pleasant Street, 
Tewksbury, MA: 01876 (978) 
6540-7810 (office), (978) 640- 
7804 (fax). 


Tewksbury Senior Topics 


Intake Day May 6; Farewell to Ginny May 16 


Seniors are reminded that 
the Friends & COA will hold 
a Volunteer Event at the 
Senior Center on Saturday, 
May 4th. The guest speaker 
will be Virginia Desmond, 
RN; CNP. 

The Upscale Consignment 
Boutique will hold its month- 
ly “Intake of Items” Day 
next Monday, May 6th from 
2:00 to 6:00 PM. The shop is 


now accepting spring and » 


summer clothing. 

Earlier in the day on 
Monday, May 6th at 10:30 
AM, the Seniors will meet to 
discuss this year’s 
Memorial Day Parade activ- 
ities. We encourage all 
those participating in the 
Senior Citizen floats to 
attend this meeting. Please 
be sure to put your name on 
the Parade sign-up sheets. 

Residents are reminded 
that Tewksbury Town 
Meeting will be held next 
Monday, May 6th at 8:00 PM 
and will continue, if needed, 
on Wednesday, May 8th after 
the Special Town Meeting 
which will take place at 7:00 
PM. 

The Piecemakers will hold 
their monthly meeting next 
Tuesday, May 7th at 7:00 
PM. 


Those traveling on the 
Foxwood Day trip next 
Wednesday, May 8th, are 
reminded that the bus shall 
depart from the Senior 
Center at 7:00 AM sharp. 
Tickets for the June 6th trip 
will go on sale on May 13th 
beginning at 8:15 AM. — 

The following meetings 
will be held next Thursday, 
May 9th: 
meeting at 10:00 AM; and, a 
Receptionist meeting at 
11:15 AM. 

The Friends will hold a 
dance at the Senior Center 
on Friday, May 10th from 7- 
10 PM. The featured band 
for the evening is the Fred 
Manzi Band. Tickets are $10 
per person and may be 
obtained at the door. 

There will be a “Farewell 
Coffee Time” for the Public 
Nurse, Ginny Fairwell, at 
the Senior Center on 


Our Thoughts & Prayers go out to 
Everyone affected by the Tragic 
Events at the Boston Marathon. 


NEW LISTING! 
Bedford - $749,000 


Kimberly 
O'Neil 


Text “2winchesterdr” to 71441 
VISIT http://2WinchesterDrive.C21.com 


NEW LISTING! 
Somerville - $599,900 
y Text “906broadway” to 71441 
Pile VISIT http://906BroadwaySomerville.C21.com 


NEW LISTING! 
North Reading - $439,900- 
Text “47 1parkstreet” to 71441 
VISIT http://471ParkStreet.C21.com 


Forest Green Estates! 
North Reading - $699,900 & up 
Text “forestgreen” to 71441 
VISIT http://Lot5ForestGreenEstates.C21.com - 


www.MyC210Online.com 


Starwood division of S & O 


402 Main St., Wilmingt« 
opposite aid [2 


n, MA 
Train Station 
Route 38 


(978) 657-8444 


a Snooti Patooti> 


Virginia’s last day of work, 
Thursday, May 16th from 10 
AM to Noon. All are wel- 
come to stop by and say 
goodbye. 


The Silvertones Dance will 


be held on Friday, May 17th 
at the Senior Center from 7- 
10 PM. Tickets are also $10 
and available at the door. 

The next Senior Center 
Sunday Breakfast Benefit 
will be held on May 19th 
from 7:30 to 11:00 AM. 

Proceeds from this event 
will benefit the Senior 
Citizen float and parade 
activities. Tickets are avail- 
abl at the door as follows: 
Adults $7; Children 12 and 
under $3 and toddlers Free. 
Hope to see you there. 

Dr. Smith will conduct a 
Podiatry Clinic on Saturday, 
May llth. This clinic will be 
limited to 35 Tewksbury 
Senior Citizens on a first 
come basis. A co-payment 
of $15 is due upon registra- 
tion. This clinic is partially 
funded by the Council on 
Aging. 

The Carnation Belles event 
for this month will be held 
on Thursday, May 22nd at 
6:00 PM: Belles will be 
working on a garden flower 
pot arrangement. Tickets 
are now available. — 

Have a great week. God 
Bless America. 


Do Evil Spirits Lurk in Your Home? 


Clean the skeletons out of your closets, basement, and garage. 


What sila te 
becomes classic - 


Our goldsmith works wonders. 
-Let’s transform YOUR old gold. 


Bernard Jewelers 
2144 Main St. ¢ Tewksbury 


978-988-8884 


Formerly in the Jewelers Building, Boston. ' 


CUTTER & CUTTER 
Attorneys at Law 
\9>° Evening & Weekend Appointments Available 
Richard A. Cutter - former Assistant D.A. 
"There is No Substitute for Years of Experience" 


SAVE YOUR HOUSE 
Eliminate All Your BILLS ne 


— BANKRUPTCY — 


Presidential Park 314 Main St., Wilmington, MA 01887 { 


(978) 658-5687 


Preferred Mortgage Group, Inc. 


Great Rates & Programs 


¢ Free Pre-Approval 

* 0 Points/ 0 Closing Cost Options 

¢ FHA and VA Available 

¢ Great Jumbo Arms 

¢ Home Affordable Program Available 
¢ D.U. Refi + up to 200% LTV 


Call Barry Sheehan 


at 1 ¢ 888 * 622 1188 


bsheehan@pmgima.com 
MA Lender MA Broker 1574 MA Lic. #26480 
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Come to Wilmington’s Household Hazardous Waste Collection Day 


(Off Carter Lane) 


From the Workbench: 

V Oil Based Paints 

V Stains & Varnishes 

V Wood Preservatives 

V Paint Strippers/Thinners 
¥ Solvent Adhesives 

¥ Lighter Fluid 


From the Yard: 

V_ Weed Killer 

Vv Chemical Fertilizers 
V Flea Control Products 
Vv Moth Balls 

¥ Poisons, Insecticides 
v Fungicides 


@ Fire Extinguishers 


Tighten caps and lids. 
and houshold cleaners. 


pad with newspaper, 


o¢ ¢ 00 


Date: Saturday, May 13,2013 Time: 9:00am - 2: 00pm 
Place: West Intermediate School ParkingLot. = 


What Do | Bring?? 


Please solidify Latex Paint by removing lid to allow paint to dry | 
out or by adding an absorbent material such as “kitty litter.” 


Then dispose of hardened paint with trash. 


HEX KKK KKK KKK KKEEKERERIEKER ERE RE REKEKEREKRERERKERK 


Cost to Residents is FREE 
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Proof of aurea required 


What Not To Bring! 


@ Empty Containers/Trash 
@ Commercial or Industrial Waste 


© Infectious & Biological Wastes 


@ Propane and Helium Tanks 


How Can | Safely Transport 
These Hazardous Materials??? 


Leave materials in original containers. 
Sort and pack separately: oil paint, pesticides, 
Pack containers in sturdy upright boxes and 


NEVER MIX CHEMICALS. 
NEVER SMOKE while handling hazardous material. 


Info: (978) 658-4481 


From the House: 

V Rubber Cement, 
¥ Airplane Glue 

¥ Fiberglass Resins 
V Aerosol Cans 

V Photo Chemicals 
V Furniture Polish 
V Floor & Metal Polish 

¥ Oven Cleaner 

V Drain & Toilet Cleaner 

V Spot Remover 

W¥ Rug & Upholstery Cleaner ~~ 
¥ Hobby Supplies, 
¥ Artist Supplies 

V Chemistry Sets 
V Fluorescent Bulbs 


From the Garage: 
V Fuels/Gasoline/Kerosene 


¥ Engine Degreaser 

¥ Brake Fluid/ 
Carburator Cleaner 

¥ Transmission Fluid 

Vv Car Wax, Polishes 

V Driveway Sealer 

V Antifreeze 

V Roofing Tar 

¥ Swimming Pool Chemicals 

Y¥ Motor Oil 

Y Car Batteries 

¥ Tires - Car: $2.00; 

¥ Small Truck: $10.00 


isi on 
rs Radioactive Waste, Smoke Detectors’ | 


@ Ammunition, Fireworks, Explosives 
@ Prescription Medicines/Syringes 
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mR. Letters to 
P the editor 


| Thanks from Run for 
-Wilmington/Kim Forte Walk 


+ Dear Editor, 

+ I just wanted to take a 
minute to thank everyone 
for making the Third Annual 
Women of Wilmington Run 
For Wilmington/Kim Forte 
‘Walk another great success. 
dt was amazing to see so 
imany friends and families, 
iwalking and running togeth- 
fer, cheering each other on 
land making us_ Boston 
‘Strong, Wilmington Proud. 
‘Again mother nature was 
more than kind and allowed 
jus a near picture perfect 
iday. As Race Director, I get 
to see this event go from ini- 
tial planning stages to day of 
revent success. Many hours 
‘and planning go into making 
this the event that it is. I 
‘would like to thank the fol- 
‘lowing for the continued 
support and dedication. 
‘First and foremost, we 
'thank the Wilmington Police 
‘Department for supporting 
‘this event and helping us 
maintain a route that is safe. 
‘These officers go above and 
‘beyond each year and I 
thank Lt. Desmond for con- 
tinuing to work with us. In 
addition to raising funds 
‘through race registrations, 
iwe rely heavily on our many 
Jocal sponsors for their 
‘donations of products or 
services: CVS Pharmacy, 
‘Lucci's Markets, Marathon 
‘Sports, Panera Bread, Road 
ID, Roots Yoga, T.J Maxx, 
Two Cousins DJ & Kareoke, 
White's Physical Therapy, 
Wilmington Community 
- Fund and_ Wilmington 
Farmers Market. 

I would also like to thank 
the following Wow members 
for their many hours of 
assistance: Tricia Lambert 
with sponsorship, Becky 
McGrath with graphic 
design and marketing, and 


Jen Tassone with race day 
donations. Many thanks to 
you ladies working so hard 
to make this all come togeth- 
er. Also thank you to the 
many WOW members and 
High School students who 
volunteered at packet pickup 
as well as race day set up 
and clean up. 

- Through this event as well 
as our Festival of Trees 
event, we are able to give 
back to the community in 
many ways. Last year we 
awarded $6,000 in scholar- 
ships to Wilmington stu- 
dents, supported 10 local 
families this past holiday 
season, awarded 2 iPads to 
Wilmington teachers for 
their community service ini- 
tiatives, supplied 55 families 


“with backpacks and back to 


school supplies, sponsored 
24 Angel in Motion events to 
name a few. More informa- 
tion can be found at 
http://www. womenofwilm- 
ington.org/ 

New this year we allowed 
the participants to select a 
local not for profit for WOW 
to make a donation of 20% of 
their race registration too. 
We are thrilled to annouce 
that over $1,500 will be given 
to the many local groups 
here in town over the next 
few. weeks. 

Lastly I would like to thank 
the entire Forte & Surrette 
families for again allowing 
us to honor Kim on this day. 
They are a large part of the 
WOW family and we look 
forward to spending this day 
in her honor, year after year. 

Thanks again to all who 
were able to join us, its was 
a great day, celebrating 
being part of simply an 
amazing community. 

-Michelle Bryan 

Race Director 


Open Letter from iPods for 
Wounded Veterans 


Sent to David A. Rourke, 
Director, Strategic Planning 
Group, Inc. 


Dear David, 

I am writing to express my 
appreciation for your time in 
my conversation with you, 
allowing me to explain the 
mission and goals of Ipods 
For Wounded Veterans. It is 
with sincere gratitude that 
we accept your donation of 
$1,000 - GOLD SPONSOR 
level - in support of 
American service men and 
women recovering at Walter 
Reed National Military 
Medical Center in Bethesda, 
MD and the Fort Belvoir 
Community Hospital in Fort 
Belvoir, VA. 

We are asking the private 
sector of America to support 


our efforts to make the reha- 
bilitation process a little 
easier for those warriors 
who have given so much to 
their country. Your donation 
is significant to the mission 
of Ipods For Wounded 
Veterans to personally deliv- 
er the Ipods, MP3 Players, 
Ipads and other electronic 
devices that will hopefully 
make the rehabilitation and 
recovery process as smooth 
as it can be. 

Together, we will serve 
those who have so unselfish- 
ly served us. 

With Gratitude, 

_ Paul Cardello, 

Chairman, — Ipods 
Wounded Veterans 


For 


Bob Regan, 
Media Relations 


_ Ciampa family thanks 


‘Dear Editor, 

The family of Catherine 
(Kay) Ciampa would like to 
expresstheir sincere grati- 
tude to the Wilmington Fire 
Department, Police 
Department, and EMTs for 
their immediate response to 
our emergency call on 
Saturday, April 20th. Words 
cannot express how thankful 
we are to these men for 
doing everything possible in 
their efforts in trying to save 
our beloved mother, mother- 
in-law, and nana. 

Our family would also like 
tp express our deep appreci- 

Dames Margaret McKenna 


oPerre cent eee 


and her staff at the Nichols 
Funeral Home during this 
very difficult time. We are 
extremely grateful for both 
the professionalism and 
kindness displayed by each 
staff member. We’ll always 
remember and cherish the 
support we received during 
our time of sorrow. 

We’d also like to thank the 
Wilmington Knights of 
Columbus for their generosi- 
ty in allowing us to utilize 
their hall following the 
funeral services on 
Wednesday, April 24th. 


The Ciampa Family 


ometimes, the words just don’t come. Sometimes, the 

words you are trying to say are too difficult to speak. 

Sometimes, the English language just appears inade- 
quate for a situation. 

Here is what I know: In the aftermath of every tragedy, we 
are given the opportunity and privilege of witnessing true 
heroism, love and compassion. Sometimes we get to see it 
over and over again. However, what amazes me the most is 
when I am reminded that what I am witnessing happens 
thousands of times, witnessed by few. 

We hear and think and pray for the heroes who run 
towards a crisis to rescue people and honor them in various 
ways. As the Mr. Roger’s quote said that circulated social 
media within 24 hours of Marathon Monday, “When I was a 
boy and I would see scary things in the news, my mother 
would say to me, ‘Look for the helpers. You will always find 
people who are helping.” 

As is my custom, I would like to offer a suggestion from 
that quote- BE the helpers. When we see something awful, 
unjust, terrifying, the thought crosses our mind, but we 
don’t always act upon it. We teach our children to stand up 
for a friend if they are being picked on at school and I would 
suggest that, even though the story might not make nation- 
al news or be a trend on Facebook, YOU can be the story for 
one person. 

Last weekend, the community again came together for the 
3rd annual WOW run, Walk for Kim Forte. Kim’s’ husband, 
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Acts of Kindness 
Be Kind 2 


by Jomarie O'Mahony 


Lou, shared a story with us about his calling Kim:im the 
morning to read her the sayings on a local church sign.<Her 
response would be “so do it today.” And, I bet he did... He 
shared a sign he saw recently, “Don’t let the world cna 
your smile, let your smile change the world.” 

Again, I would suggest we all try to be the person ‘who 
smiles at a stranger in line at the grocery. store rather than 
the one who sighs and comments loudly about the number 
of items the person has in the 12 items or less line. » ~ - ” 

For the record, Wilmington is full of smiling faces and I 
am amazed over and over again how we come together as a 
community. We are so full of helpers and heroes and kind 
hearts. If you don’t think I am speaking to you directly, at 
this moment, consider this an open invitation. However, 
even if you don’t think you are in this group, you probably 
are. I see helpers on the soccer fields, baseball. diamonds, 
classrooms, police cruisers, fire trucks, hospital rooms, 
churches...you are everywhere. And, even when you think 
no one notices, it is being witnessed and we do appreciate it. 
So, please, keep it up. 

As I am sure I have said in the past, the motto- of the 
Women of Wilmington is to “change this community one act 
of kindness at a time” and it is happening... see it. ~ 

A brilliant designer (Becky McGrath) designed a logo | for 
WOW that states very simply “Be Kind”- and those. words 
never fail or fall short. ee, 


Wilmington Firefighters. : 
vote ‘no confidence’ in Chief 


Dear Board of Selectmen: 

With great sadness, Local 1370 IAFF, Wilmington 
Firefighters Union, is compelled to issue the following letter 
of no confidence in Chief Edward Bradbury. While the mem- 
bers of Local 1370 have been very reluctant to take such a 
step, there have been so many instances of misconduct by 
the Chief, which affect both the morale, safety, and effi- 
ciency of the Department, that the members of Local 1370 


‘believe they have no other choice. The vote to issue this let- 


ter of no confidence occurred at the Union’s meeting on 
April 23, 2013, and was unanimously approved. 


Over the course of the Chief’s tenure, the Union and its 
members have witnessed three distinct types of misconduct: 
(1) personal improprieties and unlawful conduct on the part 
of the Chief; (2) instances of blatant retaliatory and unpro- 
fessional conduct by the Chief; and (3) numerous instances 
in which the safety and efficiency of the Department has 
been compromised. Those include but are not limited to the 
following: 


*The Chief attempted to circumvent the requirements of 
the Civil Service law in becoming Chief of the Department. 
This included his failure to take a Chief’s exam as required 
by the Civil Service Law, and then manipulating the system 
for years in order to serve as Chief without having been law- 
fully selected. This resulted in Civil Service proceedings 
which the Union was required to implement in order to 
ensure the integrity of process. 


eFor numerous years during which all firefighters were 
subject to the residency requirements of Chapter 31 §58, the 
Chief knowingly resided in Merrimac, Massachusetts, a 
town that is far outside the ten-mile geographic residency 
requirement set forth in the Civil Service Statute. Indeed, he 
held this residency after he applied for and became both 
Deputy and provisional chief. Indeed, he only very recently, 
at the end of 2012, moved to comply with the Civil Service 
residency statute. In short, the Chief obtained at least two 
promotions during which time he was in violation of the 
Civil Service statute, and therefore the promotions were 
fraudulently obtained. 


eIn the last several years, it is common for the Chief to not 
arrive at work until after 8:30 a.m., and to leave the 
Department to return home in the mid-afternoon (often at 
approximately 3 - 3:30 p.m.). When this occurs, the Chief 
does not leave word as to where he is going. 


°On at least two occasions, the Chief has made incendiary 
and false remarks about the physical/mental characteris- 
tics of firefighters under his command, which has resulted 
in at least two legal actions being filed personally against 
the Chief, one on behalf of Jason Kennedy and the other on 
behalf of Robert Vassallo. The comments made by the Chief 
regarding these individual firefighters were of an extreme- 
ly personal nature, and purported to reveal confidential 
medical information about them. 


°On yet another occasion, the Chief stated, and then ulti- 
mately followed through, that he would refuse to promote a 
member, who was at the top of the Lieutenant’s list, in order 
to retaliate against him because he had served as Union 
President when the Union filed an inquiry into his promo- 
tion to the rank of Chief. 


eOn yet another occasion, he informed individuals that 
because of the Civil Service inquiry into his promotion, he 
would “bankrupt” the Union because he had a free Town 
appointed lawyer and the Union did not. 


eMore recently, after he finally moved back within ten 


Article 30 proponent 
seeks support 


Dear Editor, 

The Nelson Family is look- 
ing for VOTER SUPPORT at 
the upcoming Town Meeting 
on May 4, 2013 @ 10:30 at the 
Middle School. We are hop- 
ing to purchase part of Map 
6 Parcel 18 as Petitioned in 
ARTICLE 30. This property 
was taken for non-payment 
of property taxes in 1939 for 


less than $ 10. The Town has 
not collected any tax rev- 
enue for over 74 years and 
the family would be hoping 
to purchase 9688 square feet 
of Vacant Land for no less, 
than $ 41,465 to build a new 
garage for 4 Poplar St. 


Mark Nelson 


miles of the Twn: he retaliated against two individuals who 
had taken recent action against him, Jason Kennedy ‘and 
John McDonough (who had made a recent information 
request of the Chief regarding safety records), by challeng- 
ing their residency, notwithstanding the fact that he had 
known of their residency for many years and had taken no 
action. 


eOn other occasions, he has jeopardized the Department 
by, for example, permitting cardiopulmonary resuscitation 
certifications to expire by failing to schedule the required 
recertification training within the time set by the state 
Office of Emergency Medical Services. 


¢On yet another occasion, after Lieutenant Joe McMahon 
testified in a deposition in the Kennedy case, the Chief -pro- 
ceeded to issue two disciplinary letters to McMahon in'short 
order, directly after McMahon had provided truthful: testi- 
mony under oath, unfavorable to the Chief. : 3 | 

eThe Chief further shows his unwillingness to proinpte 
safety and training in the Department. The members have 
encouraged the Chief to institute a training program ‘fot the 
Department. Even with the full time Training Officet son 
staff for the last five plus years, the Chief has not? imple- 
mented any training policies that would ensure the safety « of 
the Firefighters under his command or the pees of the 
public that we serve. 


The above examples are but a representative sample ot the 
instances in which the 

Chief has demonstrated that he is either unwilling or ‘inea- 
pable of carrying out the duties of Chief in a profegsiénal, 
honest, and dedicated manner. For these reasons, at with 
great reluctance, the Union and its members hereby. issue 
this letter of no confidence in Chief Edward Bradbury. ‘It.is 


. further the Unions belief that without serious changés*and 


intervention by the management of this Town, the Union 
requests that the Chief resign his position for the safety and 
wellbeing of the members of the department and the’ Giti- 
zens of the Town of Wilmington. ; ' 

Sincerely submitted on behalf of the Wilmington 
Firefighters I. A. F. F. L 1370 membership, 


William F. Cavanaugh, III 


Joseph T. McMahon. - 
President : 


Vice President 


William J. Herrick 
Treasurer 


“Eric S. Robbins 
Secretary 


Se fe Min te Ti Bi SaaS 


(Editor’s note: This letter is addressed to the Board® of 
Selectmen, but was sent exclusively to the Town Crier before 
being presented to town administration. The Crier forward ed 
the letter to Town Manager in advance of the publication of 
this letter. Please see article Page 1, Wilmington edition) 
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HOME NEWS HERE.COM 


(Editor’s Note: the following 
statement was provided by 
Rep.) \ Miceli’s office to the 
Crier this week) 


(BOSTON) - State 
Representative Miceli joined 
his colleagues in the 
House of 


x¢Representatives yesterday in 


ipassing a balanced FY ’14 


ogbudget focused on increased 


government. accountability 


ogand. .oversight across the 


;eCommonwealth. 
eJThrough this budget, by 
increasing Chapter 70 fund- 
ing by $5.3M, the House 
strengthens the state’s com- 
mitment to cities and towns 
that, are paying more than 
their. target local contribu- 
ition, ‘The $34 Billion budget 
ensures over $1 Billion will 
“remain in the state’s Rainy 


bay Fund. 


‘Rep. Miceli was also 
“responsible for inserting a 2 


2 Jnillion dollar amendment in 


“the - -Budget for state hospi- 
“tals. ’ Tewksbury Hospital is 
one of the largest recipients 


°Of this budget item. 


- *41’m proud of this careful, 
responsible budget that 
reflects our commitment to 
safeguard the hard-earned 
funds of our citizens,” said 
House Speaker, Bob DeLeo. 
“Thanks to our sound fiscal 


- Management we have man- 


aged to maintain the highest 
bond rating in the state’s his- 
tory while making key invest- 


ments in higher education 


_ alvin Broussard had some help from her mother Julie while making a model catapult at 
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and in our cities and towns.” 

“The House budget recog- 
nizes the economic difficul- 
ties still facing the 
Commonwealth and its resi- 
dents, and maximizes our 
resources through targeted 
funding and __ increased 
accountability and oversight 
of government programs,” 
said Representative Brian S. 
Dempsey (D - Haverhill). 

Rep. Miceli has ‘always 
made sure that state budgets 
support substantial funding 
for education, public safety 
and elder services for his dis- 
trict of Tewksbury and 
Wilmington. 

This budget demonstrates 
the House’s — continued 
emphasis on _ supporting 
higher education. Honoring 
Speaker DeLeo’s commit- 
ment demonstrated in the 
2011 gaming legislation, the 
House budget targets over 
$29M in revenue, associated 
with the licensing of gaming 
facilities, to community col- 
leges and prioritizes the 
implementation -of the 
Speaker’s STEM Academy 
Initiative. The House 
increases funding to state 
universities and invests in 
the UMass system to enable 
them to meet their goal of a 
50/50 split, facilitating a 
freeze in tuition and fees. 
Through all this, the House 
budget fosters affordability 
and makes a significant com- 
mitment to ensure that the 
Commonwealth’s residents 
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‘House Passes Balanced FY ’14 Budget 


‘Targets Investments in Higher Education and Local Aid; Focuses on Reform 


are better equipped to attain 
a college degree and enter 
the competitive job market. 
The House budget takes a 
firm stand on reforming the 
agencies tasked with foster- 
ing safe educational environ- 
ments for our youngest citi- 
zens. A Special Commission 
will examine the need for 
greater, affordable, quality 
early education and care 
services' and will determine 
methods for addressing the 
high cost of such services. 


The House budget also 


addresses the concerns 
raised by the Auditor’s recent 
inquiry into the lack of com- 
pliance oversight essential to 
ensuring the health and safe- 
ty of children in private care. 
A compliance manager is 
placed in the Department of 
Early Education and Care to 
review oversight procedures 
and to create efficiencies 
that ensure vendors are com- 
pliant with new and existing 
regulations. 

Representative Miceli has 
been a constant critic of how 
the state has utilized over- 
sight in this area and hopes 
that these reforms eliminate 
any possibility of abuse. 

Continuing our focus on 
reform, the House proposes 
additional oversight within 
the Executive Office of 
Health and Human Services 


to bolster the waste and- 


abuse prevention reforms we 
enacted last fiscal year. The 
budget establishes the 


i the Stem Fair held at Wilmington Middle School on Tuesday evening last week. 
(photo by Maureen Brady-www.shootingstarspix.com) 
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Bureau of Program Integrity, 
which will provide continu- 
ous oversight of public assis- 
tance programs while main- 
taining eligibility verification 
and ensuring we focus our 
state resources on those resi- 
dents most in need of our 
assistance. 

The FY °14 House budget 
reflects a commitment to 
protect and assist the 
Commonwealth’s most viul- 
nerable residents. The budg- 
et includes increased funding 
to important services within 
the Department of 
Developmental Services, 
such as Family Support 
Services and the Turning 22 
program. It ensures that 
homeless shelters receive 
sufficient funding to enter 
into 12 month contracts, pro- 
viding increased predictabili- 
ty and certainty over previ- 
ous fiscal years. To protect 
families in need of shelter, 
this budget requires that 
clients be granted presump- 
tive eligibility, so that no 
family in an emergency situ- 
ation will be turned away 
from shelter. The budget also 
provides additional funding 
for Emergency Food 
Assistance. 

To combat the growing 
problem of addiction and 
substance abuse, particularly 
for individuals 17 to 25 years 
old, the House focuses sup- 
port on substance abuse pro- 
grams, increasing funding 
for recovery and family 
intervention services to help 
those most in need of these 
vital programs. 

Particularly after the 
recent tragedy at the Boston 
Marathon, the House budget 


provides targeted invest- . 


ments to support our public 
safety: officials, specifically 
through increased funding to 
the Shannon Grants pro- 
gram; the budget also 
authorizes $100,000 in killed- 
in-the-line of duty benefits to 
the family of MIT Police 
Officer Sean Collier. 
Additional funding is also 
provided to the 
Massachusetts Office of 
Travel and Tourism to help 
us remind travelers world- 


“-wide»that the city;of Boston 


and the entire 
Commonwealth remain a 
symbol of the vitality and an 
important source of history 
for our country. 


One More Dentist 


Does this sound familiar? Your mouth is a mess. It 

became this way because, well you just gave up. 

You have had a number of unpleasant | 

experiences. They range from being lectured, 

almost scolded for the condition of your teeth, to 

being hurt in the “chair”. You have untreated prob- 

lems. They don’t hurt now and it is easier to “forget 

about them” than go through the process once 

again. 

| am inviting you to visit me to give it one more chance. We'll talk to you. 
We'll listen. There’s nothing you have that | haven't seen before. I'll give’ 
you options - no pressure - just an unbelievably pleasant experience that 
will likely win back your trust and confidence. So go ahead, hold me to. 
this, give it one more try. I'll bet you'll leave smiling. Now that’s something, 
I'm really proud of, restoring your smile and confidence, also oe 
periodontic - implant dentistry and anesthesia services. 


»DENTAL CARE 
| OF BURLINGTON 
K. Shaibani D.M.D. 
83 Cambridge St., Suite 3A 
Burlington, MA 


781-221-7171 


Need help with your retirement plan? : 


If you have questions about your pension, 401(k) or profit, 
sharing plan, call the New England Pension Assistance 
Project to get free legal advice. Funded by the U.S’ 

_ Administration on Aging, staff at the New 
England Pension Assistance Project provides 

FREE legal assistance to anyone with 4 

™, question about their retirement plan. ic 


4 


Call us today (888) 425-6067 


=> and | Civil 


Engineering Consultants 


* Property Surveys 

* Topographic Surveys 

* GPS * Site Development 
* Traffic Studies & Design 
* Environmental Permitting 


Call 781-932-3201 


SURVEY - MA #41782 | 
ENGINEER - MA #36531 


INCORPORATED 
“Dedicated to Serving You Better” 


_ “Dedicated to Serving You Better” 
-e 100% Cedar Wood 
¢ Chain Link 
FREE ESTIMATES 
WILMINGTON 978-657-5410 
WOBURN 781-933-1234 


835 Woburn Street, Wilmington 
Over 25 years in business 


L.J. Maccarone. 
Plastering — 


BLUEBOARD & SKIM-COAT 


— Free Estimates — 
Larry Maccarone 


781-322-3101 
781-771-1723 


(ay) JEANNE DIARC 


CREDIT UNION 


wwe share a connnow threal 


is 


Wil Middle roo 


(978) 459-1702 
www.LOWELLSPINNERS.com 


Wilmington: 


Friday, May 3rd: Be sure to 
keep your Friday night open 
in the first week in May for 
a night of laughter and fun 
times to benefit the 
Wilmington High School 
Football team. at a Comedy 
Night held . at the 
Wilmington Knights 
Columbus. The comedy 
begins at 7:00 PM, and 
includes comedians such as 
Artie Januario and Stephen 
Bjork. Tickets are $20 per 
person and can be ordered 
online at http://wilmington- 
touchdownclub.com/ or by 
mailing a check to PO Box 
904, Wilmington, MA 01887. 


Saturday, May 4: Veterans 
are invited for breakfast at 
8:00 am at 87 Church Street, 
Wilmington. The 
Wilmington United 
Methodist Men are sponsor- 
ing a free breakfast to honor 
our Veterans. Please RSVP 
Susan at 978-658-4519 by 
April-30th so we can add you 
to the guest list. Handicap 
access available. 


Saturday, May 4th and 
Sunday, May 5th: The 
Wilmington High .School 
Band and the Wilmington 
Sons of Italy will be holding 
a Mega Yard Sale in the 
Swain School parking lot 
from 9:00 AM to 2:00 PM on 
both days. To rent space for 
a booth to use that day, the 
price is $20 for one day or 
$30 for both days, and can be 
reserved by contacting John 
Romano at 
jromano45@gmail.com or 
617-880-9901. 


Saturday, May 4th and 
Sunday, May 5th: The 
Wilmington High School 
Band and the Wilmington 
Sons of Italy will be holding 
a Mega Yard Sale in the 
Swain School parking lot 
from 9:00 AM to 2:00 PM on 
both days. To rent space for 
a booth to use that day, the 
price is $20 for one day or 
$30-for both days, and can be 
reserved by contacting John 
Romano at 
jromano45@gmail.com or 
617-880-9901. 


Sunday, May 5th: Head to 
the Town Park, located on 
759:Main Street to join a full 
three mile walk around 
some of the greatest rem- 
nants of the highly 
renowned Middlesex Canal, 
beginning at the Town Park 
at 1:30 PM. The walk will be 
a round trip, with tea and 
cookies provided at Patches 
Pond, and walkers will cross 
the. Meadow Brook upon 
wooden boards. Be sure to 
join this walk through the 
history of one of the defining 
characteristics of the area! 


‘Thursday, May 9th: The 


of - 


APRIL SHOWERS 
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Community Calendar 


send your item to: 


Cuilridal@YoleTouneries com 


Wilmington High School 
Lamplighter's Guild will be 
performing an adaptation of 
the famous play Sweeney 
Todd: The Demon Barber of 
Fleet Street, from 7:00 PM to 
9:00 PM in the Wilmington 
High School Barrows 
Auditorium. Tickets may be 
purchased at the door, and 
are priced at $5 per person. 
Don't miss out on this excel- 
lent production and come 
watch a story as it was 
meant to be shown; on the 


stage! 
Friday, May: 17th: 
Wilmington High School stu- 


dents will be having a 
Wilmington High School 
Career Fair on the 17th from 
7:40 AM to 10:00 AM to have 
the opportunity to investi- 
gate possible career oppor- 
tunities that they're have 
never thought of or felt 
strongly about pursuing 
after high school them- 
selves. Wilmington business- 
es are invited to contact 
Christa Anderson at 
krista.anderson@wilming- 
ton.k12.ma.us or 
Christopher Phillips at 
christopher. phillips @wilm- 
ington.k12.ma.us in order to 
set up a booth at the fair. 


Saturday, May 18th: Are 
you currently divorced or 
separated from your hus- 
band or wife after mar- 
riage? Then you should be 
sure to join the GriefTeach 
workshop devoted to those 
who suffer from this special 
kind of grief and suffering. 
This workshop focuses on 
how to accept your grief, 
and. how to healthily move 
on from it and continue on 
with your life. The workshop 
will be held at the Panera on 
228 Main Street, and will be 
held from 2:00 PM to 4:00 
PM. Admission cost is $20 
per person; to RSVP a 
space, contact Cheryl at 
griefteach@aol.com. 


Saturday, June ist: Be sure 
to get your fishing rods and 
bait ready for the 
Wilmington Fishing Derby, 
taking place this year at the 
Town Beach on Silver Lake. 
Registration is $2 for anyone 
age 17 and under, and $4 for 
anyone age 18 and above. 

. Prizes will be awarded to the 
winners of the derby; howev- 
er, only shore fishing is 
allowed; boats are restrict- 
ed. Registration will be at 
the Bath House at 8:30 AM, 
and for this day only, no 
fishing licenses will be 
required to fish. 


Tewksbury: 


Thursday, May 2nd: “A Day 
of Education Promoting 
Wellness at Work and 
Home”. From 7:30a-3:00p, 
Tewksbury Hospital Events 
Room, Tewksbury Hospital, 
365 East Street.Pre-registra- 
tion is requested by April 25, 


2013 Fee: $45 If interested, 
please call 978-851-7321 
X2292, 2396 or 2200 or email: 
sheila. hegarty @state.ma.us 


Saturday, May 4th: The 


Tewksbury. Police 
Department and the 
Tewksbury Rail Trails would 


like to contribute to the safe- 
ty of Tewksbury bike riders 
by holding a Bike Rodeo at 
the Tewksbury Wal-Mart 
from 10:00 AM to 1:00 PM. 
Local businesses are getting 
involved as well to assist in 
making sure that children 
who ride bikes around 
Tewksbury can use safety 
equipment. and helmets 
properly in order to prevent 
serious head injury or other 
critical injuries due to bik- 
ing accidents around the 
town. 


Saturday, May llth: Join 
the Tewksbury Historical 
Society at the Tewksbury 
Public Library from 11:00 
AM to 1:00 PM to join the 
Society's planning meeting 
for a day of exploring East, 
Lee, and Chandler St., pass- 
ing around pamphlets talk- 


ing about the history of the 


town's militia and also plac- 

ing memorial markers along 

the militia's marching route. 
‘ 


Saturday, May lith: The 
first ever Mother and Son 
Brunch and Dance will be 
held at the Tewksbury 
Country Club from 10:00 AM 
to Noontime. Tickets are $40 
per couple, plus $10 for. each 
additional child who 
attends. Tickets can be pur- 
chased at the Community 
Education Office, located at 
the Center School on 139 
Pleasant St. You can pur- 
chase these tickets from 9:00 
AM to 5:00 PM, and all tick- 
ets must be bought with 
checks. 


Saturday, May lith: The 
Annual Postal Workers' 
Food Drive will be held on 
the Eleventh this year, and 
residents of Tewksbury can 
donate to help their town's 
Food Pantry by simply wak- 
ing to their mailboxes! On 
the lith, residents can leave 
a nonperishable food item at 
their mailboxes, which will 
be picked up by the Postal 
Service or the Food Pantry 
itself to be donated to the 
Food Pantry. Be sure to 
leave some food and help 
your town! 


Saturday, June 8th: Be sure 
to head to the Tewksbury 
Knights of Columbus event 
hall on the 8th from 9:00 AM 
to 1:00 PM for an outdoors 
summer Yard Sale to benefit 
the Shawsheen Tech Alumni 
Association, ‘which will 
assist them offering scholar- 
ships and other services to 
the alumni of the Shawsheen 
Tech.nical High School. 
Vendors who are interested 


in having a booth in the sale 
should send an email to 
meshanelambert@hotmail.c 
om 


Tuesdays, Wednesdays, and 
Thursdays until June 19th: 
The Tewksbury Memorial 
High School will be opening 
a Walking Club, open to all 
residents for registration, 
that will be open from 6:00 
PM to 9:00 PM for walking 
inside the high school's 
indoor track. Registration is 
simple; just go to the High 
School or the school depart- 
ment website (www.tewks- 
bury.k12.ma.us) fill out a 
registration form. Any ques- 
tions can be brought to 
jlyons@tewksbury.k12.ma.u 
Ss. 


Surrounding 
Communities: 


Boston: 


Saturday, May 4th: Head to 
the Game On! Fenway, 
located on 82 Lansdowne 
Street on the 4th to join the 
High Fives Foundation in a 
fundraiser to raise money 
for their cause of assisting 
athletes with life-altering 
injuries while playing their 
hardest in a winter sport. 
Admission for this event is 
$20, and includes an event t- 
shirt when you arrive. The 
fundraiser will take place 
from 3:00 PM to 8:00 PM. 


Tuesday, May 7th: Join the 
Both Ends Burning organi- 
zation at AMC Boston on 179 
Fremont St. in Commons 19 
to attend a documentary 
called "STUCK in Boston", 
which follows some of the 
great efforts that many 
organizations make in order 
to ensure that every child 
has a family because every 
child deserves to be a part of 
one. Tickets can be pur- 
chased online at 
www.STUCKdocumentary.c 
om, and attendants are 
offered the chance to come 
early to meet executive pro- 
ducer Craig Juntunen and 
the crew of STUCK at the 
theater before the movie to 
celebrate family. Families 
can also get a free family 
portrait while they are at 
the production. 


Across Massachusetts: 


Through 
September 30th: The 
Massachusetts Audubon 
Association is holding their 
popular Photo contest, 
Picture This: ‘Your Great 
Outdoors', an Annual cele- 
bration of the Bay State's 
natural beauty. All submis- 
sions must be entered in 
online at http://www.mas- 
saudubon.org/picturethis. 
Be sure to send in your pic- 
tures for a chance at win- 
ning! 


Monday, 
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Red Sox “foul-up” 


. 
ee ee eee 


Regarding last week's comments about the Red Sox and 


Mr. Ortiz, is this really the time that we should be acting 
negatively to any one that loves our city as much as we.do? 
These "better than them" types of comments just proves’ 
your narrow mind. Boston in particular is a melting pot of 
all cultures and ethnicities, where did your family come 


from? If you are looking for.a pure dialect, you will not find: 


it here and the majority of us like it that way. 


Name wing of WHS afer: 


Sean Collier? sat 


Thank you to the Wilmington Police Department for alert- 
ing the public to a motorcade and vigil for Wilmington's 
native son, Officer Sean Collier. 


We might suggest that a wing of the new high school be. ~ 


dedicated to Sean, an exemplary product of Wilmington 
High. 


Want your | 
Opinion heard? 


Send your Two Cents to: 


twocents@YourTownCrier.com| 


_ All submissions must be accompanied by contact. 
information for verification purposes. 


Submissions exceeding 200 words will not 
be considered for publication. 


All submissions chosen for publication 
will be done so anonymously. 


Poetry 
Corner 


fp a 


ae 
FARES 


In Memo 
of Martin Richard | 


I looked at Mommy and asked her bea 
"Why are people sad?" tod 
Mommy never answered me chee 
She just turned to dad. 


She asked him why her little boy 
Had to die so young 
She put her hand on her neck 


Around the beads I'd strung. cad 


By then I knew what was wrong 

And what made my daddy cry 

My death had broken mommys heart rt 
And took the light from daddy's eye rie 


Ill never again hug my mom 

Or kiss daddy goodbye ite 
Ill never run around again Seg 
Because I had to die sgn 6 


Ill miss out on all the fun 

I won't age more than eight 
Ill never meet my true love 
All because of hate 


mash + Aa WARS 
te RARKAARA AWS 
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Ill never see the sun again 
Or wish upon a star 

I can't be daddys little man 
Because ill be too far 


Ill miss you mom and dad 
But you don't have to cry 
I'm in a better place now woes 
I just wanted to say goodbye. : 


- Colleen West -): 


How to submit news items... 
' The Town Crier goes to press on Wednesday afternoons ~ 
and has a deadline for submissions of noon on Mondays - _ - | 


Preferred Submission Method: 
E-Mail to jayne@yourtowncrier.com 


E-Mail guidelines: 


¢ News releases, news tips or information, letters to the 

editor - send either as copy in the original email or 
as an attached TEXT or Word document. a 

* Photos/images - send as an attached JPEG 7 a 
minimum of 200 resolution. Please do not embed 
the image within a Word document. 

e All submissions must be accompanied by name, 
address, and a daytime telephone number. 
There are no exceptions. 

Other submission methods: 

¢ Deliver or mail to the Town Crier offices at 1 Arrow 


Drive in Woburn, MA during business hours, 9:00 a.m. : to 
5:00 p.m. i 
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Nicole Ledoux and Christina Tasheva were in last weekend's performance of "Still the 


Rain Falls" at WHS. 


(photo by Maureen Brady -www. -Shootingstarspix, com) 


First Mother-Son Brunch & Dance 
set for May 11, 2013 


TEWKSBURY -_ The 
Comrhunity Services Office 
of the Tewksbury Public 
Schools is proud to present 
the first ever Mother-Son 
Brunch and Dance on May 
11, 2613 at the Tewksbury 
Country Club. The event will 
be. from 10:00am-12: 00pm 


with a full brunch for the 
adults and selections for the 
children. The cost of. the 
event is $40.00 per couple 
and $10.00 for each addition- 
al child. 

O’Connor Studios will pro- 
vide photography with many 
different packages available. 


Tickets are available at the 
Community Services Office 
at the Center. School. 139 
Pleasant Street from 
9:00am-5:00pm. 

Questions: contact John 
Lyons, Community Services 
Director, at jlyons@tewks- 
_ bury. ki2.ma. us. 


Hospital equipment loan program 


set By Mario MARCHESE 

Do-you or someone you know need help with 
getting hospital equipment such as walkers, 
canes, or a hospital bed? Do you or someone 
you’ know need a handicap ramp installed in 
their home? Do you know where you can get 
these services locally for free? Well I sure do, 
at Friendship Lodge in Wilmington. 

Friendship Lodge participates in a Hospital © 
Equipment Loan Program (or H.E.L.P. for 

‘ short) with several other Lodges in the area. 

The H.E.L.P. program loans out hospital equip- 
ment of all sorts from canes and walkers to 
hospital beds and wheel chairs, all FREE of 
charge. It doesn’t matter what your financial 
situation may be or where you live, all we ask 
is that you return the equipment when there is 
no longer a need so that it may be refurbished 
and loaned out again. Most if not all of our 
equipment is donated, some of which is brand 
new or slightly used that is refurbished to be 
loaned out to those who need it. This is just 
one way Freemasons here in Wilmington are 
doing their part to help out in our community. 

Another program supported by your local 
masons from Friendship Lodge is our 
Handicap Ramp Program. As a result of dona- 
tions to Friendship Lodge from homeowners 
who no longer needed their ramps, we now 
have 10 handicap ramps that have been 


John R. Trickett 


installed at loca¥ homes, and one that is cur- 
rently available to be installed in your home if 
you need it. The ramps can be modified and 
installed at your home generally within a cou- 
ple of hours. This service again is provided 
absolutely FREE. You do not need to live in 
Wilmington to have a ramp installed at your 
home. If we have the equipment and we can 
get it to your house then you can rest assured 
it will be installed by a group of dedicated vol- 
unteers from Friendship Lodge. You are prob- 
ably saying “wow what a great service for the 


' community but how can I get these services?” 


The simple answer is all you need to do is just 
ask by contatting Friendship Lodge at (978) 
658-6731 or calling one of equipment coordina- 
tors Brian King at (978) 658-4391 or Bernie 
Nally at (978) 658-3240. 

With the rising cost of healthcare, these serv- 
ices have increased in demand and we want the 
public to know that Freemasons in Wilmington 
are ready to help and we are just a phone call 
away. Please pass this information along to 
your friends and family or to anyone else you 
know that may need some help. Freemasons 
have been part of the Wilmington community 


for our a hundred years helping out in many 


ways, and we plan to be here for many more 
years doing all that we can to make 
Wilmington a great place to live. 


OBITUARY 


Worked in landscaping, flooring and plumbing 


WILMINGTON - John R. 


Trickett, age 32, a life-long 
resident of Wilmington, died 
Tuesday, April 30, 2013, at 
the -Lahey Clinic in 
Burlington. 

John was born on March 
22, 1981, in Winchester, MA, 
he was the beloved son of 
June M. (Pidgeon) and John 
C. Trickett both of 
Wilmington. 

John was raised and edu- 
cated in Wilmington and 


flooring installer, and also 
worked as a plumber’s 
apprentice. 

John loved fishing, music, 
his family, his dogs, and 
spending time with friends. 
He especially loved being a 
dad to his son Jaylen; he 
was the light of John’s life 
and his greatest achieve- 
ment. 

John will be dearly missed 
by all who loved him. 

In addition to his parents 


Plymouth, NH, uncle of 
Logan and Cabot Wiggett, 
grandson of Eleanor 
Pidgeon of Gilmanton, NH, 
Marie Trickett of Salem, 
NH, the tate Janette 
Pidgeon, Robert Pidgeon, 
and David Trickett, nephew 
of Robert and Beth Pidgeon, 
Caroline 'Doherty, Bruce and 
Michele Doherty, Brad and 
Sandy Doherty, Andy and 
Betsy Doherty, Paul and 
Ann Trickett, David and 


attended Wilmington High 
School. 

John worked for several 
years with a landscaping 
company, as a hardwood 


Trickett, 


who survive him, John was 
the beloved father of Jaylen 
dear brother of 
Janette (Trickett) Wiggett 
and her husband Bruce of 


Cindy Trickett, Elizabeth 
and Bob Thomas. John is 
also survived by many 
cousins, extended family 
members, and friends. 

.Family and friends will 


RA 


CHEL A. PERLITSH, D.M.D. 


gather for Visiting Hours on 
Friday, May 3rd from 4-7 


_ Pine, Cedar 
& Vinyl 
FREE Local Delivery 
_,. & Assembly 
www.easternshed.com 
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FINANCING 
AVAILABLE 


Telephone (978) 658-3310 
PRACTICE LIMITED To ORTHODONTICS 
“The Highest Standard of 
' _ Orthodontic Treatment in a 
"| Cheerful & Caring Environment” 


WE WELCOME ADULTS & CHILDREN 


Colonial Park Professional Building 
| 25 Lowell St. (corner of routes 129 & 38), Wilmington, MA 


O% OFF SHEDS 


SHED CO. 


JRTE. 129, WILMINGTON, MA 
Rte. 93 to exit 38. Take 129W, 1/2 mile on right next to Burger King 


1-888-34-SHEDS (74337) 


p.m. in the Nichols Funeral 
Home, Inc., 187 Middlesex 
Ave. (Rte. 62), Wilmington. 
In lieu of flowers donations 
in John’s memory may be 
made to the John R. Trickett 
Memorial Fund, Reading 
Co-operative Bank, Attn: 
Rich Selig, 300 Trade Center, 
Suite 1740 Woburn, MA 01801. 
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‘A three mile 


Sunday 
walk 

WILMINGTON - On Sunday, 
May 5, at 1:30 pm, a round-trip 
walk of three miles along 
some of the best remnants of 
the Middlesex Canal will begin 
at the Town Park, 759 Main St 
(Rte. 38), Wilmington 01887. 
From the intersection of 128 
and 38, go 2.4 miles north. The 
Town Park is on the left. 
Walkers will cross Maple 
Meadow Brook on boards. Tea 
and cookies at Patches Pond, 
gift of Mike amd Diane 
McInnis. Leader, Robert 
Winters. Sponsored by 
Appalachian Mountain Club 
and Middlesex Canal 
Association, www.middlesex- 
canal.org. 


PETS 
COME FIRST 


Personalized 
Pet Sitting 


wen “ Service 


Daily Walks Weekends « Vacations 
Call Nancy for FREE interview 


978-640-8866 


Bonded 
“Pets Come First in My Home and Yours” 


11:00 am - 3:00 pm 


Omelettes Prepared to Order 

Assorted Breakfast Pastries A|| You Can Eat!!! 
$27.99 per person 
Children under 

12 years $12.99 
per child 


Red Roasted Potatoes 
Scrambled Eggs 

Fresh Homemade Pasta 
italian Specialties Dishes 
Carving Stations 
Dessert Station 
Unlimited Fresh 

Brewed Coffee 


RESERVE NOW 


so you don’t have to 
let your mother cook 
on her day. Regular Menu from 
4:00 pm - 9:00 pm 

DJ Tommy 

& 
Comedy Show with 
Mike Whitman 
From 
6pm -10pm 


ecnele : 
.FocacciaFood.com awstoraute “” 


2 Lowell Street, Wilmington * 978-988-7999 


‘nb oaeall Grist 


A Northbridge Assisted Living Community 


“Bayberry at Emerald Court is the- 
perfect fit for me. I love my 
studio apartment - and I have 
never made so many new friends!” ¥. 


Call Bill today! 


Limited studios available 


at a spring savings 
reduced rate 


(offer valid through 5.31.13) 


2000 Emerald Court 
Tewksbury, MA 


www. pee i dps ten gueame com 


Assisted Living & Memory Care 


CHINESE 


Catering Available 


Function Room 
WE COOK WITH SOY BEAN OIL 
NO CHOLESTEROL - NO TRANSFAT a 


BUSINESS HOURS: 


Mon. - Thurs. 11:30am-10:00pm 
Fri. & Sat. 11:30am-11:00pm 


Sunday 12:00pm-10:00pm 


www.PacificGroves.net 


JAPANESE | 


SUSHI 
. 


see) ener: te 


eee 


“FREE Rae OF ¢ 


Vegetable, California, Spicy fs 
Tuna or Spicy Salmon MAKI * 7 


WITH AN ORDER OF 
. $20 OR MORE 
Dining Room or Take Out _ 


see egg SES LES a CRED ER Cs 


Offer good until 4/30/13 


21 Middlesex Avenue, Su 
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Daniel A. Beaulieu 


Owned and operated Heather's Cafe and aie 


HAVERHILL - Daniel A. 
Beaulieu, age 51, of 
Haverhill formerly of 
Wilmington passed away 
April 16, 2013, at the Anna 
Jaques Hospital in 
Newburyport following a 
very brief illness. Born .in 
Medford he was the cher- 
ished son of Richard A. and 
Mildred KE. (Fortier) 
Beaulieu of Wilmington. 

Daniel was raised and edu- 
cated in Wilmington and 
was a_ graduate of 
Shawsheen Technical High 
School. Since the age of 16 
Daniel worked in food serv- 
ices. For the past 12 years he 
owned and operated 
Heather's Cafe and Catering 
in-Haverhill. He was a tire- 
less worker and enjoyed 
being in the kitchen prepar- 
ing food. In his leisure time 
he enjoyed traveling - and 
also enjoyed doing renova- 
tion work. 

‘In addition to his parents, 
Daniel is survived by his 
brothers, Richard A. 
Beaulieu Jr. of North 
Hampton, NH, and David 
Beaulieu and his wife Karen 
of: Derry, NH. He was the 


uncle of Kara, Jenna and 


Samantha Beaulieu and’ 


longtime friend of Pamela 
Lechleider. 

Family and friends gath- 
ered for a funeral service 
that was conducted in the 
Dello Russo Funeral Home, 
374- Main St., Wilmington, 
Sunday, April 2ist, at 1: 30 
p.m. Relatives and friends 
were respectfully invited to 
attend and visit with the 
family prior to the service 
from 11 a.m. to 1:30 p.m. 
Interment services will be 
private. To leave an online 
message of condolence 
please visit www.dellorus- 
so.net — 


Josep h Emil Leverone 


‘Owner F Leverone Construction Company, 89 


RUMNEY, NH - Joseph E 
Leverone passed away unex- 
pectedly on Thursday, April 
18th at Catholic Medical 
Center in Manchester, NH. 

- Born the seventh of twelve 
children to Frank and Mary 
Leverone on March 2, 1924, in 
Charlestown, MA Joe grew 
up in Charlestown and after 
high school enlisted in the 
Navy. He attended Naval 
Training » School at the 
University of Chicago and 
achieved the status. of 
Radioman Third Class. He 
was a decorated veteran of 
‘World War II earning the 
World War II Victory Medal, 
American Theatre Medal, 
Asiatic-Pacific Medal - 5 
Stars, Philippine Liberation 
Medal - 2 Stars and the Good 
Conduct Medal. 

Joe returned from the war 
and’ married Florence E. 
Woods, also of Charlestown, 
MA. They started a family 
and moved to Wilmington, 
MA where he spent most of 
his career working as an 
exceptional carpenter. As the 
owner of Leverone 
Construction Company, Joe 
proudly built quality homes 


throughout Massachusetts 
and southern New 
Hampshire. 


After many years in con- 
struction Joe returned to col- 
‘lege .and = received his 
‘Bachelors Degree in 
Education. He taught build- 
ing trades at Nashua High 
‘School for 10 years, retired 
from teaching and moved to 
Rumney, NH. Joe remained 
active as a member of the 
Knights of Columbus, volun- 
teered with Habitat for 
Humanity, was a member of 
the Rumney Old Home Day 
Committee and current Vice- 
President of the Pemi-Baker 
Senior.Club. 

Joe is survived by his wife 
of 65+ years, Florence 
(Woods) Leverone, his three 
children and their spouses. 
Paul J. and his wife Nancy 
(Farrell) Leverone of Clifton 
Park, NY. David M. and his 


Cynthia 
Leverone of Rumney, NH and 


wife (Nally) 
daughter Marianne 
(Leverone) Yeaton and her 
husband Jody Yeaton of 
Plymouth, NH. 

Affectionately known to 
most as “Papa Joe”, he was 
the fun loving. grandfather 
and - great-grandfather _ to 
Mark Leverone, his wife 
Kelly and their children 
Jacob, Rebecca, Sarah and 
Ethan of Castleton, NY; 
Krista (Leverone) MacNeil, 
her husband Anthony and 
their sons Sean and Matthew 
of Framingham, MA; Jessica 
(Yeaton) Wolff, her husband 
Ryan and their daughter 


Shauna of Plantation, FL;. 


Rosanna Yeaton of Surprise, 
AZ and Joseph B. Leverone of 
Worcester, MA. 

Joe is also survived by five 
of his siblings Agnes “Vee” 
Whitelock of Bedford, NH, 
Katherine “Kay” Souza of 
Merrimack, NH, Therese 
Anderson and Anthony 
Leverone of Wilmington, MA 
and Fred  Leverone of 
Wauchula, FL., as well as 


numerous nieces and 
nephews. 
A funeral mass will be held 


at St. Matthews Church in 
Plymouth, NH on Saturday, 
April 27th at 11:00AM. In lieu 
of flowers, memorial dona- 
tions can be made to the 
Plymouth Regional Senior 
Center, 8 Depot Street, 
Plymouth, NH 03264. 


Dello Russo Family Funeral Home 


A Life Colobration® Home 
Family Owned and Operated 


374 Main Street, Wilmington ¢ 978-658-4476 


www.dellorusso.net 


‘MIDDLESEX SEWER SERVICE 


For all your Septic & Drain cleaning needs 
Serving all communities _ 


k25 OFF PUMPING isis 0 


One cou pon per custome! Not to be 


mbined with ¢ 


Septic Tanks, Cesspools & Drywells Pumped 
Title V Inspections & Portable Toilet Rentals 
Sewer & Drain Cleaning Services 


978-657-3831 


24 Hour Emergency Service 


Alyce E. Elworthy 


Many years with Compugraphic 


WILMINGTON - Alyce E. 
(Reid) Elworthy, age 88, of 
Wilmington, died peacefully 
on April 24, 2013, at the 
Meadow View Rehabilitation 
Center in North Reading. 

Alyce was. born. on 
November 24, 1924, in 
Boston, MA, she was the 
cherished daughter of the 
late Felix and _ Alice 
(Kennedy) Reid. Alyce was 
raised and educated in 
Medford and was a graduate 
of Medford High School. 

Alyce married Robert J. 
Elworthy in the Mission 
Church in Boston in 1947; the 
couple lived in Boston for 
several years before moving 
to Wilmington in 1954 where 
they raised three sons 
Robert, Richard, and 
Stephen. Family was first 
and foremost in Alyce’s life, 
she loved being a wife and 
mother always taking care 
of “her boys”. Alyce loved 
holidays, celebrations, vaca- 
tions, and just spending time 
with her family. When 
Alyce’s grandchildren were 
born she took on a new role 
as “Nana” and she cherished 
every moment spent with 
Brian, Craig, and Kelly, they 
were the light of her life. 

Prior to retiring, Alyce 
worked as a type photo tech- 
nician at Compugraphic in 
Wilmington for many years 
where she was a dedicated 
and hardworking employee. 
Alyce had a great personali- 
ty and made many friends 
throughout the company. 

In her spare time, Alyce 
enjoyed knitting, crocheting, 
gardening, dancing, and 
traveling with her family 
and friends. 

Alyce was also very active 
at the Wilmington Senior 
Center, where she had lots of 
friends and enjoyed partak- 
ing in their many activities 
and trips. 

Alyce will be fondly 
remembered as kind, car- 


ing, devoted to her family 
and friends, and most of all 
fiercely independent; Alyce 
will be sorely missed by all 
who knew her. 

Alyce was the beloved wife 
of the late Robert J. 
Elworthy, devoted mother of 
Robert R. Elworthy and his 
wife Tawnya, Richard J. 
Elworthy and his wife 
Bonnie all of North Reading, 
and Stephen A. Elworthy 
and his wife Denise of 
Merrimacport, MA, loving 
Nana of Brian Elworthy and 
his wife Alison, Craig 
Elworthy and his wife 
Kristen, Kelly Elworthy, and 
great-granddaughter Sienna 
Elworthy, dear sister of 
Charles Reid of Revere, 
James Reid of California, 
and the late William Reid. 
Alyce is also survived by 
several nieces, nephews, and 
many dear friends. 

At Alyce’s request her 
Funeral Services will be pri- 
vate. Donations in Alyce’s 
memory may be made to the 
Wounded Warrior Project, 
PO Box 758517, Topeka, 
Kansas 66675 or an organiza- 
tion of your’ choice. 
Arrangements are under the 
direction of the Nichols 
Funeral Home, Inc., 
Wilmington. 

www.nicholsfuneralhome.com 


Frances A. Nolan 
Wonderful cook; owned “The Stand” restaurant; 


WILMINGTON - Frances A. 
(Baldwin) Nolan, age 92, a 
long-time resident of 
Wilmington, died peacefully 
on April 27, 2013 at the 
Wilmington Health Care 
Center. 

Frances was born on May 
22, 1920, in Everett, MA, she 
was the cherished daughter 
of the late Charles A. and 
Gertrude E. (Schuster) 
Baldwin. 

As a young girl, Frances 
lived in Everett and sum- 
mered at Silver - Lake in 
Wilmington with her family. 
In the mid 1920’s they made 
Wilmington their permanent 
home and settled on Jones 
Avenue along with family and 
extended family. Frances 
was educated in Wilmington 
and graduated from 
Wilmington High School. 

Frances married Louis B. 
Nolan on September 27, 1941. 
The couple loved spending 
time with their family. 
Frances was very dedicated 
to her husband and two sons 
Bill and Bob, they were “her 
boys”. Frances was a won- 
derful cook and she loved to 
bake, some of her specialties 
being her chocolate chip 
cookies and whoopie pies. 
Frances loved to have her 
family for Sunday dinners 
and holidays, she liked to 
wait on her family and was 
known to boot everyone out 
of “her kitchen” while she 
worked. 

Frances learned how to 
cook and wait on others while 
running her diner in 


Tewksbury for many years. 
“The Stand” as it was known 
was a local place for 
Wilmington and Tewksbury 
residents, and was frequent- 
ed by local Police and 
Firemen, where the coffee 
was hot, food was good, and 
the staff was friendly, every- 
one loved Frances. 

Proir to retiring, Frances 
also worked as a supervisor 
for the Photon Company in 
Wilmington for.many years. 

Family was first and fore- 
most to Frances, she enjoyed 
being a wife and mother, she 
was a proud “Nana” but when 
the great-grandchildren 
arrived the world revolved 
around them. Frances loved 
to see them come running 
through the door and she lis- 
tened to their every word; 
Frances would “light up” 
whenever they were around. 
Frances also loved to travel 
with her family, they took 
many trips to California, 
Florida, and visits to Disney 
World with the grandchil- 
dren. Frances also liked to 
go out to dinner and take 
Sunday drives, she was con- 
sidered the best “back seat 
driver” ever. Frances also 
enjoyed socializing with the 
extended family on Jones 
Ave. and looked forward to 
the “block” cookouts they 
held throughout the summer. 

In her spare time, Frances 
played cribbage, cards, 
bingo, and was a whiz at 
crossword puzzles. 

Frances will be fondly 
remembered for her devotion 
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John Murphy, Owner 


Frederick S. Haerer Jr. ~~ 
Thirty years at Kitty's Restaurant Ee 


NORTH READING - Mr. 
Frederick S. Haerer Jr., age 
82, of North Reading for 

over fifty years 
passed away 
April 23, 2013 at 
the Whidden 
Memorial Hospital in 
Everett following a twenty 
year long and courageous 
battle with Parkinson's dis- 
ease. He was the beloved 
husband of Juanita M. 

(White) and together they 
shared more than 52 years of 
marriage. Born in Brooklyn, 
NY, he was the son of the 
late Frederick and Florence 
(Jackson) Haerer. 

Fred was a retired bar 
manager and worked for 
thirty years at Kitty's 
Restaurant in North 
Reading. He was a proud 
United States Air Force vet- 
eran of the Korean War hon- 
orably serving from 1951 to 
1955. For many years Fred 
loved spending time with his 
family and friends at his 
second home on Newfound 
Lake in New Hampshire 
where they enjoyed boating 
and being together creating 
many cherished memories. 
Fred also enjoyed reading, 
following all of Boston's pro- 
fessional sports teams and 
listening to country music. 

Along with his beloved wife 
Juanita, Fred is survived by 
their children, James 
Haerer of Andover, Kim 
Callahan of Haverhill and 
Denise Haerer of So. 
Yarmouth. He was the loy- 
ing grandfather of Nicole, 
Tammie, Jonathan, Dustin, 
Shayne, Sabrina, Joshua and 
Jacob and loving great 


supervisor for Photon 


to her family and they will 
miss her dearly. 

Frances was the beloved 
wife of the late Louis B. 
Nolan, devoted mother of 
William C. Nolan _ of 
Wilmington and Robert J. 
Nolan and his wife Shirley of 
Tewksbury, loving “Nana” of 
Lee-Ellen Sturtz and her hus- 
band Daniel, Andrea 
Gayman and her husband 
Jeff, Keith Nolan, Dawn- 
Marie Nolan, and_ great 


i avidradhied of Sydnie. He 
was the brother of Deane 
Haerer and Dorothy Rounds 
both of Texas and is also sur- 
vived by several nieces and 
nephews. 

Funeral services were held 


from the Dello Russo 
Funeral Home, 374 Main St., 
Wilmington, Monday, :April 
29th, at 9:30 a.m. followed-by 
a funeral mass celebrated in 
St. Theresa of Lisieux 
Church, 63 Winter St., North 
Reading, at 10:30 . am. 
Relatives and friends’ were 
respectfully invited - * to 
attend. Visiting hours at the 
Dello Russo Funeral Home 
were held on Sunday from: 3 


‘thru 7. p.m. Services .coh- 
cluded with military honors. 


and burial at Wildwood 


Cemetery, Wilmington. .In | 


lieu of flowers contributions 
may be made in Fred's 
memory to the Chelsea 
Soldiers Home, Recreation 
Fund, Attn: John Davis, 91 
Crest Ave, Chelsea, “MA 
02150. To leave an online 
message of condolence 
please visit www.dellorus- 
so.net 


grandchildren Evan, Chloe, 
Ryan, Ava, and Makayla, 
dear daughter of the late 
Charles A. and Gertrude E. 
(Schuster) Baldwin, sister of 
Marie T. O’Connell of 
Wilmington, the late Dorothy 
H. Baldwin, Ruth E. Lynch, 
and Charles J: Baldwin. 
Frances is also survived’ by 
many nieces, nephews, great- 
nieces, and great-nephews. . 
Family and friends ~ gath- 
ered at the Nichols Funeral 
Home, Inc., 187 Middlesex 
Ave. (Rte. 62), Wilmington on 
Wednesday at 9:00 a.m. fol- 
lowed by a Funeral Mass in 
St. Dorothy’s Church, Main 
St. (Rte. 38), Wilmington at 
10:00.a.m. Interment took 
place in Wildwood Cemetery, 
Wilmington. Memorial dona- 
tions in Frances’ name may 
be made to the American 
Cancer Society, 30 Speen St., 
Framingham, MA 01701. 
www.nicholsfuneralhome.com 
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In Loving Memory of Kevin Giroux 
April 27, 1957 - September 6, 2006 


“Those we love don't go away, 
they walk beside us every day. 
Unseen, unheard, but always near; 


still loved, still missed 
and very dear.” 


Happy 56th Birthday 


Boss — 


Forever in our hearts, 
Love, Mom, Dad, Michele, Robin, Lisa, 
Eddie, Johnny & all of your nieces, 
nephews and extended family 


- Lutheran Church 
of the Redeemer 


60 Forest Park Road, North Woburn 
(Exit 35 off Route 128) 


Reverend Keith R. Anderson, Pastor 


Sunday - Holy Communion 

9:30 a.m. 

10:45 a.m. Church School Ages 3-Grade 6 
(Child Care Provided) 


FAX: 781-933-3551 


Office: 
781-933-4600 
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‘Tewksbury’s World History Event 


TEWKSBURY - 
Tewksbury's most famous 
“history event is so often 
overlooked but efforts by the 
Tewksbury Historical 
Society are being made to 
bring this world event to the 
forefront of the townspeo- 
ple's patriotic conscious- 
ness. 
The Society will have a 


over British Regulars that 
day. This event was. so just shouting and banging 
important to Massachusetts on doors. He ended up at 
and Tewksbury history} “* * ~~‘ fice aires 

we have a holiday + 
Patriots Day. Tewkst 
courage to be strong a; 
a foreign power that 
our taxes and would n 
Massachusetts’ towns 
ern themselves, sent 


bell in the Meetinghouse) or 


brief meeting at the waves through the wo 
‘Tewksbury Library on_ the "Shot Heard 'Rour 
_Satirday, May lth at World 


"11:09am to unveil a historic 
‘Line-Of-March Memorial 
cand educational program 
that highlights this town's cruiser, fire truck or a 
‘most famous world history plow truck? He is 
“event. unknown Alarm Rider 

"While the recent terrorists rode (probably fro 
efforts at the world famous Woburn horse fi 
Boston Marathon garnered throughout the night of 
ypeople's attention, the 18th to spread the : 

*‘town's participation in the that the British Reg 

“Battle of Lexington / were out of Boston, r 

‘'@oncord on April 19, 1775 ing to Concord. He 

"also garnered world atten- through the middl 

-‘tiom. British Territories all Wilmington and Tewks 
over the world sat up and awaking townspeople by 

-"todk notice of the victory of ringing meetinghouse bells 

“Wiiddlexex County farmers (Tewksbury did not have a 


Have you ever won 
whom the horseback ri 
on the town seal of a } 


alarm by firing 
three warning shots across 
the Merrimack River to 


| WitmiNGTON 


264 Main St, Wilmington 


978 657-6161 


. Bao Rd (across from Elia's on Rt 62) Wilmington 
978-447-5351 
NOW CONSIGNING 


-FURNITURE and 
HOME DECOR 


"| Got'that "URGE TO PURGE" Call Today! ‘ ; 
onsign your new & gently used items for $$$ ce) 


(978) 640-1580 


anastasiascurtains. com 


Curtains 
and Gifts 


Claddagh Place 
1215 Main St-Suite 119 
Tewksbury, MA 01876 


open Tuesday - Friday 10:00 a.m. - 5:00 p.m. . 
Saturday 10:00 a.m. - 4:00 p.m. 


EXCEEDING EXPECTATIONS 
PROFESSIONAL SERVICE 
REASONABLE RATES 


NORTHEASTERN 
RENTAL MANAGEMENT 


WILMINGTON 
Truk Yahue. 


264 Main St, Wilmington 


SERVING WILMINGTON 
AND TEWKSBURY 


978-657-6161 


Family Fun Day 
Saturday 9:2 


« Apartment 
Rentals 


e Retail Space 
‘ll @ Garage Bays 


> = Professional 
nN a Offices 


and lots of great surprises! 
J VIEW ONLINE AT Other great and convenient features include: 


-=, NORTHEASTERN 


_ COMMONWEALTH Psietd cao | 


226 Lowell Street, Suite 1-A-1 
Wilmington, MA 01887 
Telephone (978) 658-5626 e Fax (978) 658-6468 
Visit us online at: 
~ www.My-FinancialPlanner.com 


& 
ke 


Pe 


~ Bob Esdale, CFP®, CRPS® 


" *Dan Esdale, Financial Advisor 


Od ae Securities and advisory services offered through Commonwealth Financial Network, 
____ Member FINRA/SIPC, a registered investment adviser. 


TEwkspury, MA 
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_ PLACE Fi ip uk 
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Certified Cleaning Company is celebrating it's 30th year 
AD serving New England, specializing in a complete Janitorial 
HERE 


NEXT 


Based now in Wilmington for over 20 years Certified's 
main focus is in the Wilmington area. A short list of some 
WEEK 
Cail 


companies (past and present) that we want to say thanks 
978- 


658-2346 


. 
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The Boston Bruins Team locker room, Arrow Paper, 
Tewksbury and Watertown Police Dept., FEMA, WCTV and 
Horizon Bradco, the list goes on. Eight years ago we got a 
call from the Disney Production Office. They were making 
a movie and asked us to clean their office and all of the 
locations they filmed at. Since then, we have cleaned for 
almost 30 films. Films such as Grown-ups 1 & 2, The Town, 
Night and Day, Zookeeper, TED, Pink Panther 2, Social 
Network, 21, and many more. We have cleaned for every 
movie that has filmed here in the last 4 years except one. 
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Teri Pe 


1 Dewey Street ~ Tewksbury, MA ~ Sini 


rae Wilmington’s Hardware Store is holding it’s 
-AlLN 

_Bosmroe bat Se en eS, 

S&; Managed Properties “ie ee eons an es: We'll have a 


Rug Doctor, Screen Repair, Keys, Hand & Power 


DEV. , 
‘lh vvortheastemdevelopnenccon|(if| ‘Tools and Great Advice! 
OR CALL 978-815-4116 Lawn & Garden: Mulch, Soil, Vegatable Seeds. 


WELL WATER | 
“ai @ CONNECTION, INC. 


Well Water Design & Project Management 


By 
978-851- 9638. 


m ewksburyCameraShop @ comcast. net ees 


Certifi od Cleaning = Pe 


too are, The “99” Resturant, Pepsi Cola, Arrow Electronics, ° 


Captain Varnum of Dracut. 
Seventeen to thirty-one 
alarm riders would respond 


the Alarm riders 
had a great network planned 
to awake the local militias 


Serving Wilmington 
and Tewksbury 
Come see our 

expanded store! 


A 


Benjamin Moore 


: Mal 7:30 - S Sat 8 - = Sl 9 - ca 


elping Familics & Friends 
Thru Difficult Times 


nae AE 3 GENERATIONS SERVING THE COMMUNITY 


P.O. Box 158 ¢ Tewksbury MA, 01876 
Tel: 978-640-6900 ° Fax: 978-640-6901 


id bad ct be oh 


Furniture. You need it? We’ll get it! From the 
Value Warehouse at a price you'll love! 
_ Come to our Grand Opening May 4th 
And Look for our spectular flyer in today’s Town 
Crier! It’s packed with Lawn and Garden Bargains 
only True Value can bring to you! AND COUPON; 
including °10 OF F* BENJAMIN 
MOORE PAINTS ‘ 
Now open Sundays 9-4; M-F 7:30-7; Sat 8-5 


and have them respond to 
the British. This was not 
the first Alarm! This night 
they awoke men throughout 
Middlesex County. 
Tewksbury marched 97 men 


That was the day the United 
States was made. Three 
Tewksbury Companies con- 
sisting of the ist and 2nd 
Southeast Militia Companies 
and the West Minutemen 
Company mustered at the 
Tewksbury Town Common. 
Approximately af 6:00am, 
they set off to Concord by 
marching briefly up Boston 
Post Road (Today East 
Street to Lee Street) and 
right on Chandler Street to 
Billerica, Bedford and arriv- 
ing at Concord in time to 
join 1,500 other patriots. 
They were responding to 800 
British Redcoats that had 
already fired at men at 
Lexington and other Militias 
at North Bridge in Concord. 
Tewksbury had several men 
who died and others who 
were wounded in this battle 


978-658-0015 


CertCin @ Verizon.com 


DRYCLEANING ° SHIRTS * TAILORING 


1215 Main Street 
@Claddagh Place 
Tewksbury MA 01876 
978-640-0172 


hristinascloset @ gmail.com 


Certified Cleaning Co., i 


Complete Janitorial Services 


office Cleanin 


Last Friday “Here Comes The Boom” was released and our 
| company was featured in the movie. ‘An exciting new addi- 
tion to our business! 

I think we are successful because we pride ourselves in 
doing a “good” job more than just on a Monday. We stay 
focused Monday thru Sunday. We strive to have excellent 
communications with all of our accounts, and I think that’s 
key. 


978.658.0015 
g + Carpets» Fine 


the 12 miles to Concord. 


Celebrating 30 Years of 


around Wilmington including: 


e Arrow Electronics ® AJ Pizza 


COMPLETE COLLISIONS Fi FRAME REPAIRS 


BOB’S AUTO BODY 


(978) 657-4341 


319A Andover St. Wilmington, MA 


FREEESTIMATES | 


250 MAIN STREET * WILMINGTON 


{ Mon-Fri: 7a - 7p « Sat: 8a - 5p « Sun: ia - 3p , 9782530080 


{ Khristina’s Closet. Tite & Consignment vi Sg 


*Classic Videos, Games & Systems : 


Open: 


and the follow-up Battle, of 
Bunker Hill. These battles 
not only signify a British 
Territory standing up to 
King George III but is also 
highlighted | Tewksbury's 
strong democratic spirit. 

For more about this 
thrilling story, come to the 
Library for a brief presenta- 
tion about how the 
Tewksbury Historieal 
Society and other groups are 
getting together to place 
Line-Of-March Memorial 
posts through this historic 
trail that winds through 
Tewksbury. Will the town 
respond like their forefa- 
thers did in 1775? Bring you 
school children and anyone 


who has a strong 
Massachusetts Patriotic 
Spirit to the 
TewksburyLibrary, May 


lith, 11:00pm - 12:00no6n. 
You. can help the Sociey ‘be 
proud of Tewksbury so ‘we 
can join other towns +that 
already have this trail ‘to 
Concord. 


Cleaning Excellence 


Serving companies in and 


¢ The 99 Restaurant ¢ Pepsi 


* Debbie’s Dance Studio 
* Columbia Pictures 


a auanu ray pet 


SIMPLE Ei 
PAINTING CO.) 
1*¢Commercial | 
° Residential 
deinterior | 
7 ¢ Exterior 


Insured | 
Bonded | 


Here to stay? 
Serving Wilmington .. . 
& Surrounding Communities 


1978-658-7577| 


|www.cookssimplepainting.com) 


*Furniture *Antiques 
*Comic Books 


Tues/Wed/Thurs/Fri 10-2 
Saturday 10-6 > 


Filtration Systems| 
& Supplies - | 


(978) ; 
988-7867 4 


2297 Main St.} 
Unitc | 
Tewksbury, | 
MA... = 
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Tewksbury Police Log 


‘Woman arrested for second OUI 


: Monpay, APRIL 22 


10:41 a.m. Christian Amador, 22, of 89 
Chestnut Street in Lowell, was arrested at 
95 Main Street on the basis of a warrant. 


TUESDAY, APRIL 23 


' 1:29 a.m. Ezekiel Ramos, 19, of 572 
Father Morrisett Boulevard, Apartment C 
in Lowell, was arrested at the intersection 
of Main Street and Pike Street. 


’ 40:15 a.m. A robbery was reported at 10 
Main Street. 


= 42:15 p.m. Charles Sullivan, 58, of 50 
Hildreth Street in Lowell, was arrested at 
: 54 Trull Road on the basis of a warrant. 


5:36 p.m. David Whaland, 31, of 14 Sunny 
Knoll Terrace in Lexington, was arrested 
at 333-Main Street on the basis of a war- 
rant. He is also charged with malicious or 
wanton defacement of property. 


- 5:48 p.m. A motor vehicle related acci- 
- dent occurred on Whipple Road. 


‘7:10 p.m. Donna Boudreau, 44, of 314 
Shawsheen Street in Tewksbury, was 
arrested at the intersection of Shawsheen 
Street and Apache Way and is charged 
with a marked lanes violation, the negli- 
gent operation of a motor vehicle, and her 
second offense of _ operating under the 
influence. 


WEDNESDAY, APRIL 24 


1:48 a.m. Peter Winn, 26, of 68 Babicz 
Road in Tewksbury, was arrested at 397 
Rogers Street and is charged with operat- 

ing under the influence, the negligent 
operation of a motor vehicle, and leaving 
_ the scene of property damage. 


_. 3:51 p.m. A motor vehicle related acci- 
_dent occurred at the intersection of East 
- Street and Karen Lee Lane. 


5:34 p.m. An assault was reported at 725 
Ames Hill Drive. 


- 10:16 p.m. A motor vehicle related acci- 
dent occurred at 1535 Main Street. 


THURSDAY, APRIL 25 


Address 
Town 
a Telephone 
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year for the past 56 years WZ 
without missing 7 


a single issue! 


(And no plans to skip any 
in the next 56 years.) 


6:53 a.m. Police recovered a stolen motor 
vehicle. 


11:45 a.m. Malicious damage was report- 
ed at 226 Pinnacle Street. 


3:11 p.m. Shoplifting was reported at 333 
Main Street. 


4:47 p.m. Janice Lombardi, 55, of 1830 
Main Street, Apartment 18 in Tewksbury, 
was arrested at 433 Main Street and is 
charged with operating under the influ- 
ence, the negligent operation of a motor 
vehicle, possession of an open container, 


driving an unregistered motor vehicle, - 


resisting arrest, and assault and battery 
on a police officer. 


7:16 p.m. A motor vehicle related acci- 
dent occurred at 90 River Road. 


FRIDAY, APRIL 26 


4:54 p.m. A town trash barrel at 12 
Hillcrest Road was reported missing. 


SATURDAY, APRIL 27 


12:21 p.m. A walk-in reported at stolen 
motor vehicle. 


2:05 p.m. A motor vehicle related acci- 
dent occurred at 300 Chandler Street. 


9:05 p.m. Shoplifting was reported at 10 
Main Street. 


10:28 p.m. Keith Ronan, 31, of 14 
Tanglewood Avenue in Tewksbury, was 
arrested at 1795 Main Street and is 
charged with the possession of a Class B 
substance. 


SuNDAY, APRIL 28 


2:12 a.m. A motor vehicle related acci- 
dent occurred at 235 Brown Street. 
Michael Laffey, 23, of 1 Temple Street in 
Tewksbury, was arrested and is charged 
with operating under the influence, the 
negligent operation of a motor vehicle, 
and a marked lanes violation. 


8:38 a.m. A motor vehicle related acci- 
dent occurred at 262 North Street. 


7:38 p:m. Tracy Vigeant, 41, of 223 


a Enclose check, charge or call 978-658-2346 


§ Mail to: Town Crier 1 Arrow Drive ag ce MA 01801. 


or e-mail to ¢ office@ 


@yourtowncrier.com 
— eee eee 


Branch Street in Lowell, was arrested at 
333 Main Street and is charged with 
shoplifting by asportation, the reception 
of less than $250 in stolen property, and 
the possession of a Class E substance. 


Disclaimer: The arrest records available 


Youths throwing toilet paper ef 


Monpay, APRIL 22ND: 


1:04 PM: A motor vehicle collision 
occurred at the Wilmington High School 
student parking lot, located on Middlesex 
Ave. involving a Honda Civic and a Ford 
Focus. Minor damage to both vehicles and 
no injuries were reported. 


3:16 PM: Julia Didonato, 21, of 15 
Oakland Ave. in Tewksbury was arrested 
at the Eastern Bank, located on Lowell St. 
as she attempted to cash a fraudulent 
check. She is charged with the forgery of 
a check, resisting arrest, and uttering a 
false check. 


5:49 PM: A motor vehicle collision 
occurred at the Market Basket on Main 
Street, involving a Toyota Avalon and a 
Ford Mustang. Both vehicles only sus- 
tained minor damage, and no injuries 
were reported. 


TUESDAY, APRIL 23RD: 


2:19 PM: A motor vehicle collision 
occurred at the intersection of Main 
Street and Richmond St. involving a 
Toyota RAV-4 and a Dodge Dakota. The 
condition of both vehicles and the drivers 
of each vehicle was not made in the offi- 
cial report. 


WEDNESDAY, APRIL 24TH: 


7:10 AM: A motor vehicle collision 
occurred on Main Street involving a 
Chevrolet van and a Honda Accord. Both 
vehicles took minor damage, and the driv- 
ers involved were not injured in any way. 


5:34 PM: A Toyota Camry and a Saturn 
Vue collided on Route 125 Highway, caus- 


Witm ningt ion 
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through this publication are public infor- 
mation. Any indication of an arrest does 
not mean the individual identified has 
been convicted of a crime. All persons 
arrested are innocent until proven envy in 
a court of law. 


PASFIPF. PHP 
SP RERPER EE 


ia 


ing an accident and damaging both 
involved vehicles moderately. Both: df:the. 
drivers were unharmed in the collision: 


THURSDAY, APRIL 25TH: 


9:44 PM: John Daniel Walsh, 26, of 380 
Main Street in Wilmington, was arrested 
at his residence on Main Street on the 
basis of two outstanding warrants. ™ 


11:09 PM: Robert Bradley, 33, of 31 
Tennyson St. in Somerville, 
Massachusetts was arrested.- on 
Evergreen Drive, charged with Assault 
and Battery. 


ro 


Fripay, APRIL 26TH: 


11:20 AM: A motor vehicle collision 
occurred at the intersection of Lake, St. 
and Shawsheen Ave. involving a Nissan 
Versa, Saturn Outlook, and a Dodge 
Dakota. The three vehicles had no men- 
tion of their condition in the report, and a 
mention of possible injuries was made.. 


SATURDAY, APRIL 27TH: 
10:14 PM: Several youths threw eggs ‘at 


and also toilet papered several residences 
on Madison Rd. during the night. 


SUNDAY, APRIL 28TH: 
Nothing newsworthy to report iv 


‘Disclaimer: The arrest records available 


through this publication are public: infor- | 


mation. Any indication of an arrest does 
not mean the individual identified has 
been convicted of a crime. All persons 
arrested are innocent until proven dea in 
a court of law. 


‘Chief Bradbury 
‘respected among his peers 
‘throughout the state and 


’ 
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the-art equipment that 
increased staff safety, and 
,8enerally advanced the 
' éffectiveness of the fire and 
“emergency medical 
“response in Wilmington. 
is well 


within Wilmington. I have 
full confidence in his ability 
to serve as Chief, as should 
the. residents of 


Wilmington.” 


When asked why town offi- 


‘cials were not formally 


notified of the vote 
Cavanaugh explained, "We 
have worked tirelessly to 
try and promote a harmo- 
nious and productive work- 
ing environment with the 
Chief by having numerous 


‘meetings with the manager, 


>but we feel as though the 


problem is past that point 
now and needs further 


intervention in order to 


solve this unfortunate cir- 


_cumstance." 
' Town leaders, who were . 


_ blindsided by the union 


move, objected to the way 
the union handled the noti- 
fication. 

“I find it highly unusual 
that correspondence alleg- 


_ ing a vote of no confidence 


_ in Chief Bradbury and mak- 


ing a series of serious alle- 


_ gations about him would be 


directed to the Board of 


' Selectmen and dated April 
| 23; 2013, yet have not been 
} received in this office for 


| distribution to the Board,” 


- wrote Hull in a statement to 
. the Crier. “In addition, your 


inquiry about this corre- 
spondence is the first time 
that the Fire Chief, the 


. Assistant Town Manager 


-. and I have been made 


aware of this action by 


: TAFF Local 1370. The con- 


tent of the correspondence 
refers to a number of per- 
sonnel matters, which are 
confidential, therefore, I 
am not at liberty to respond 
directly to the allegations 
made.” 

Chairman of the Board of 
Selectmen Michael 


‘ Newhouse spoke with the 


Crier Tuesday night and 


‘stated, “I cannot speak to 


it, I can’t comment on it 
[the letter] because I 
haven’t seen it.” 

“This is a matter that 
should be handled by the 
manager,” said Newhouse, 
adding “For what its worth, 
I have confidence in the 
Fire Chief.” 

‘The vote was taken at a 
regularly scheduled union 
meeting, on the Tuesday 


‘following the state meeting, 
‘and as such, the details of 
‘this vote were not specifi- 
cally listed on the agenda. 


“My membership was 


‘aware that this would be 


happening. It was told ver- 
bally, though we didn’t post 


‘it around the station,” said 
Cavanaugh. 


He stated that he checked 


‘with the state president 


who concurred with the 
notification to membership. 


By taking this vote in a reg- 
‘ularly scheduled meeting, 
Cavanaugh added, “it is the 
-membership’s ‘ responsibili- 
ty’ to show up and be 


informed about what is 


| ~- going On with their union.” 


John and Jimmy Carroll were holding signs for Mike Newhouse and Lou Cimaglia on Rte 38 
in Wilmington on Saturday morning. (photo by Maureen Brady-www.shootingstarspix.com) 
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Cavanaugh further stated 
that the membership that 
attended the meeting, an 
overwhelming majority of 
the union’s 33 members but 
not all, was provided the 
letter, afforded time to read 
it, and then held a lengthy 
discussion about its con- 
tents prior to the vote. 
Union legal counsel worked 
with leadership to draft the 
letter. The vote was unani- 
mous. 

Cavanaugh explained that 
this move was considered 
previously, but. the union 
held off. 

“This step was brought up 
a little while ago, and we 
really backed off it because 
we felt with Mr. Caira [for- 
mer Town Manager] leav- 
ing, and Mr. Hull taking 
over, we felt we could work 
with the new town manager 
and find some _ middle 
ground. Like I said, my 
guys are just fed up with it. 
If taxpayers knew, they 
would be upset. We’re not 
doing anyone a service by 
not telling people,” he said. 


“The letter that I have is 


representative of what is 
going on, but-is not a total 
disclosure of what is going 
on since we’ve been there.” 

Hull likens the complaints 
mainly to “personality con- 
flicts” between some union 
membership and the Chief. 

“The IAFF Local 1370's 
decision to engage in a vote 
of no confidence against 
Chief Bradbury is unfortu- 
nate and wholly misguided. 
The claims made by the 
Union are lacking a founda- 
tion in fact, and generally 
personnel rather than safe- 
ty or. service related. 
Frankly, the complaints 
amount to nothing more 
than personality conflicts 
between a small minority of 
the staff and Chief 
Bradbury,” writes Hull. 

The letter makes numer- 
ous claims and allegations 
against Chief Bradbury. 
One thread states that 
though he lived more than 
ten miles from town, in 
Merrimac, MA for. many 
years he only recently 
moved to Haverhill, within 
the ten-mile radius civil 
service requires. The union 
claims the Chief has retali- 
ated against firefighters 
that also live greater than 
ten-miles away, even 
though the town never 
enforced that portion of the 
civil service law, in one 
instance in response to 
Freedom of Information 
Act requests by a firefight- 
er who sought training 
records. 

The union also claims that 
the Chief has fought griev- 
ances brought by the union 
in an effort to drive up 
union legal costs, driving 
many matters to arbitra- 
tion. The Chief can utilize 
town counsel to counter 
labor disputes. 

Union leaders also allege 
that the Chief has neglected 
training, not providing 
enough for new hires. 

. “In the last 5 and a half 


years we’ve put on 13 brand ° 


new firefighters and turned 
over almost a third of the 
department,” says 
Cavanaugh, adding that the 
training officer position did 


‘Union: ‘No Confidence’ 
“in Fire Chief 


not develop a schedule and 
curriculum for new hires 
nor offered training for 
“life safety, survival, may- 


_ day, or accountability.” 


“Three different union 
presidents have been ask- 
ing for training curriculum, 
and haven’t gotten any- 
thing,” added Cavanaugh. 

“It is disappointing that 
the Union chose to put the 
personal issues of a few 
above the well-being of the 
community. The Union did 
not notify me of this vote, 
nor did they actually send 
this letter to the Selectmen; 
which is simply another 
indication their purpose is 
solely to embarrass and 
publicly harass a Chief who 
has done nothing more than 
increase the professional- 
ism and, more importantly, 
increase accountability of 
the staff of the Fire 
Department,” said Hull. 
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Dominic Oliveira, age 8, got a high five from his art teacher, Carroll Conquest when they 
met at the Wilmington town wide art show on Friday evening. Dominic's art work is pic- 
tured just above his head says "fair". 
(photo by Maureen Brady -www.shootingstarspix. com) 
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the transition to a new prin- 
cipal,” sai School 
Committee Chair Peggy 
Kane. 

“T am truly honored to 
have been given this oppor- 
tunity and look forward to 
working with the students, 
teachers, and families of 
the WHS community in my 
new role,” Peters told the 
Crier. 

Peters will succeed cur- 
rent principal, Eric Tracy, 
who recently accepted the 


position of Hamilton- 
Wenham Regional High 
School Principal. As previ- 


ously reported in the Crier, 
Hamilton-Wenham 
Superintendent, Mike 


CADILLAC 


Harvey, spoke about his site 
visit to WHS. He was 
impressed by the _ senti- 
ments regarding Tracy; fac- 
ulty, parents, and students 
alike were proud of their 
principal and the school. “I 
believe Eric Tracy has the 
right combination of attrib- 
utes necessary for leading 
HWRHS to new heights of 
excellence,” he said. 

Several months ago, Tracy 
told the Crier that one of 
the highlights of his time at 
WHS included his collabo- 
ration with student body 
and staff. He’ll look back 
fondly over his first experi- 
ence as principal, which 
lasted nine years. 

“It’s been outstanding,” 
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Tracy told the Crier today. 
“We’ve had great students 
and a strong community, 
very supportive of educa- 
tion. This was my dream 
job.” Tracy also comment- 
ed that Wilmington High 
School was a great commu- 
nity in which to start His 
principalship. He begins 
his new position as princi- 
pal of Hamilton-Wenham 
Regional High School July 
1 


Superintendent Joanne 
Benton was unavailable’ for 
comment regarding Tracy, 
but previously told ‘the 
Crier that this position “is a 
great career move for him 
and will be a nice challenge 
to run a regional school.” 
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(MINUTES FROM THE BURLINGTON MALL) 


At long last! 


Local and state officials, along with construction personnel, break ground on the new Wilmington High School last week. 


Photo by JoeBrownPhotos.com 


Breaking Ground 
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educational excellence in 
Massachusetts. “We invent- 
éd*. public —_ education,” 
remarked Ken Gordon to 
thunderous applause. 
“State Senator Bruce Tarr 
commented on recent events 
as well as a great new poten- 
tial for Wilmington. 
“Wilmington is an unstop- 
pable town. The citizens are 
unstoppable, the teachers 
are..unstoppable, and all of 
you, are unstoppable.” He 
went on to speak to the value 
of. education, which gives 
people “The knowledge to 
navigate this world.” He 
went on to say thank you to 
Wilmington, the “unstop- 
pable community.” 
Chairman of the Board of 
Selectmen Mike Newhouse 
had.some comments as well. 


Will, dares and John Poyant examined the giant worm they found on Wilmington Common 


He spoke to the critics of the 
project, and how they had 
been unable to sway the 
faithful. “Any fool can criti- 
cize, and most fools do,” said 
Newhouse. He went on to 
say how glad he was that 
Wilmington was “undeterred 
by critics.” \ 

Peggy Kane, the chair of 
the School Committee, said 
that she had interviewed her 
niece, a young girl, about 
the proper thing to say to 
everyone at the ground- 
breaking. The little girl said 
that she should say, “Thank 
you for giving your money 
for a new school.” Kane said 
that there was more to thank 
than just that, and went on 
to thank everyone there for 
their support. She finished 
with the statement, “You 
can’t spell success without 


arte the WOW Road Race held on Sunday. 
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(photo by Maureen Brady-www.shootingstarspix.com) 
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U.” 

Town manager Jeff Hull 
spoke next, calling the event 
a “momentous occasion.” 
He went on to quote 
Emerson, who said, “To map 
out a course of action and 
follow it through to the end 
requires courage.” He went 
on to add that a school is 
“More than brick and mor- 
tar, and today is the begin- 
ning of a twenty first centu- 
ry school.” 

The orchestral group 
Strings Attached, under the 
direction of Mr. Dilmore, led 
a rousing performance. 
After receiving an ovation 
from the group gathered, the 
delegates went over to the 
shovels and ceremonially 
shoved new dirt, signifying 
the official groundbreaking 
of the new WHS. 


ers,” 
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Standing outside the Town Clerk’s office the newly re-elected trio of School Committee 
members include (l-r) Kathleen Carroll, Peggy Kane, and Julie Broussard. 
(photo by Maureen Brady -www.shootingstarspix.com) 
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campaign, had just 40 
write-ins. 


Blank votes played a larg- 
er role in the School 
Committee race with 2,442 
being cast -- more blanks 


‘than any single candidate 


earned, showing that many 
voters opted to vote for one 
or two candidates of the 
three. 

Robert DiPasquale ran 
unopposed for the Housing 
Authority and earned 2,710 
votes and Robert Peterson 
earned 2,828 votes in his 


unopposed bid for 
Shawsheen Vocational 
Technical School 
Committee. 


In the State Primary elec- 
tion for U. S. Senate, 
Representative . Stephen 
Lynch beat out 
Representative Ed. Markey 
with 1,325 votes to 1,054 on 
the Democrat ticket in 
Wilmington, despite the 
opposite results statewide. 
On the Republican side, 
Wilmington’s vote paral- 
leled the state results with 
Gabriel Gomez earning 627 
votes to Michael Sullivan’s 
388 and Dan Winslow’s 114. 

The candidates spoke with 


the Crier after the results . 


came into Town Hall. 

Lou Cimaglia wanted to 
thank his wife and kids and 
“all the supporters and vot- 
especially those that 
offered yards for his cam- 
paign signs. He said he is 
looking forward to seeing 
the high school through as 
well as the Yentile Farm 
project, and continuing the 
record of “fiscal responsi- 
bility.” 


Mike Newhouse also 
thanked his family and 
“most of all, my wife, Jo” as 
well as friends, supports, 
and residents. He offered 
special thanks to his sister, 
Lynn, and Marianne 
Gallezzo who operate his 
law office. 

“They manage to keep the 
office running smoothly 
while I’m attending to town 
business,” praised 
Newhouse. He, too, has the 
high school, the Yentile 
farm project, and the tax 
rate on his agenda. “Just 
staying the course and con- 
tinuing to be able to offer 
services in town without 
user fees.” 

“I’m feeling good,” said 
Julie Broussard immediate- 
ly after her win was clear. 
“Thanks to all the support- 
ers, family, and friends for 
coming out and holding 
signs today.” 

“lve got to do lots of 
homework and get up to 
speed,” said Broussard of 
her priorities in the coming 
weeks. 

Peggy Kane said that she 
“loves being at the polls, 
spending the day seeing 
people you haven’t seen in a 
long time. Everybody is 
happy to be doing their 
civic duty.” On her agenda 
in the immediate future, is 
working on the new teacher 
evaluation tool and concen- 
trating on making that a 
smooth transition for the 
district. 

Kathleen Carroll offered 
her thanks to the 
Wilmington community, 
“They’re great supporters, I 
wouldn’t be there without 


them.” 

Her goals are to keep mov: 
ing forward with the new 
high school and “keep ur 
the good education ir 


Wilmington.” She says ‘she’ 


would like to see more work 
on preventing bullying ir 
the district and is interest: 
ed in hearing more from 
parents of students with 
special needs to help them 
better “flourish in the 
schools.” 

Donna Leone, a newcome! 
to the race, was proud oj 
her results and said ‘she 
“did it on my own.” She 
plans to continue to advo: 
cate for her beliefs and the 
kids in Wilmington and will 
run again in 2014. ait 

A Wilmington High Schoo] 
senior and poll volunteer, 
Confrey Bagayao, spent the 
afternoon and_ evening 
checking voters in and oul 
of the primary election, and 
counted both democrat and 
republican ballots tte 
polls closed. 

“It was actually a lot ol 
fun, everyone who helped 
with the voting was really 
nice,” said Bagayao, whc 
can use the volunteer hours 
toward his community serv- 
ice requirement for gradua- 
tion at the high school. 
“The person I was working 
with taught me a lot about 
the process and I know a lot 
more about politics now,”- - 

He said he would recom 
mend the experience’ -tc 
other students looking: for 
community service credit 
adding that “it won’t make 
you tired and you'll get ‘te 
make friends with new oe 
ple.” 


o 
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An incredible moment for a WHS Senior 


O’Neil earns first varsity po 


- By JAMIE POTE 
’ Sports Editor 

} MELROSE -- For the past 
few years, Zach O’Neil - and 
his good friend Nathan 
Ricardo - have been seen at 
a_ ton of Wilmington High 
School Athletic events 
always cheering on their 
friends and classmates. Last 
Thursday, it was O’Neil’s 
turn to feel that support and 
to. get congratulated for 
something he’ll remember 
forsthe rest of his life. 

» On* the final event of the 
Wilmington-Melrose Boys 
Outdoor Track Meet held at 
Melrose High School, O’Neil 
was «inserted as the anchor 
leg: of: the 4x400 relay team. 
His <incredible and gutsy 
performance around the 
track« helped the Wildcats 
win the relay race and add 
to its team victory. Being 
able*to cross the finish line 
before the Melrose anchor 
leg did allowed O’Neil to 
Score his first varsity point 
of his four-year career. It 
was an incredible moment 
he’ll never forget. 

~ “It:was so great to see Zach 
finally get his first varsity 
point,” said senior Andrew 
Sears, who was the lead-off 
leg on that relay team and 
watched O’Neil come down 


the home stretch as the win- 
ner. “He comes to practice 
everyday and he’s been with 
the team his whole or most 
of high school career and all 
of the hard work that he’s 
been doing really paid off. 
He won the race for us at the 
end and he had an amazing 
kick at the end and it was so 
amazing to watch. Everyone 
was cheering for him, the 
fans and everyone on the 
team and when he crossed 
the finish line everyone just 
mobbed him. It was just 
such a blast and such an 
awesome moment to be a 
part of.” 

O’Neil is a senior at WHS 
and is a student in the 
Vocational Skills program. 
He works two different 
internships in the communi- 
ty throughout the week, the 
AAE Apparel in Wilmington 
and the Burbank YMCA in 
Reading. According to one 
of his Teachers Diana Hill, 
O’Neil learns and maintains 
important job skills to help 
him become independent in 
the workforce. At AAE he 
helps with shipments and 
loading and unloading the 
machines. At the YMCA he 
helps to coach gym classes 
including: basketball, field 
hockey, and_ Track-and- 


Justin McKinnon, right, gers congratulated by his teammates Ryan Kennedy, left, and Joey 


Wilmington High School senior Zach O'Neil, 


WEDNESDAY, May 1, 2013 


four years with the program last Thursday as the anchor leg 
to congratulate him on this incredible accomplishment. 


Field. “He picks up‘on new 
tasks quickly and enjoys 
being challenged,” said Hill. 
He has been working at AAE 
for two years and at the 


Marino, middle, after scoring a goal for the WHS Boys Lacrosse team during Monday’s loss. 


& 
ei 


oH 


We ar 


$4 


OOTERS 


e still your best 
-- PROPANE and 
--R/V FILL STATION 


20 Ib TANK $48 


WE WANT YOU BACK SO... 
for MAY 


Oo Oo WE ARE OFFERING 


y # 
’ La 


i 
te hut 


2550 Main St 
Tewksbury 
at the Wilmington Line 


Propane Hours: M-Sat 10-6; Closed Sun | 


20 Ib tank fill * Expires 5/31/2013 
ee ee ee ee ee 


(photo by Bill Ryerson). 


LIBERTY EQUIPMENT IS Now] New website 


launched for 


local sports 


By JAMIE POTE 
Sports Editor 


OK, I’m going to do a lot of 
self-promotion to start off 
this column so first of all I 
apologize for that, and sec- 
ondly I hope you can bear 
with me. Anyway, I’m very 
proud to announce that this 
past week with the great help 
from my friends at “growso- 
cially.com” that we have 
launched my own personal 
website, which will be based 
on all my articles and hap- 
penings here at the Sports 
Editor of the Wilmington and 
Tewksbury Town Crier. The 
website is called 
“Jamiepote.com”, and of 
course I’d love for you to 
check it out, stay afloat on 
the local sports scene and 
give me feedback. 
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YMCA for one year.” 

O’Neil is an exceptionally 
nice kid, who is always 
around the basketball courts 
or baseball fields supporting 


WHS Boys Lacrosse 


int in four years 


center standing, earned his first varsi y point for the Boys Track team afte) 
of the 4x400 relay race. On Tuesday, his teammates joined ix 


(photo by Maureen Brady-www.shootingstarspix.com. 


his friends and teammates 
watching them play. Hill 
added that he’s a very quiet 
kid, but a terrific student as 
well. 


“I noticed that Zachary 
was always prompt and pre 
pared for class,” said Hill 
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Major turnaround 
continues for Wildcats 


Correspo 


The remarkable season of 
the Wilmington High Boys 
Lacrosse team finally hit a 
bump in the road on Tuesday 
afternoon as the Wildcats 
suffered their first loss of 
the season with a 9-6 defeat 
to Arlington at the Woburn 
Street School. 

The loss ended an incredi- 
ble start to the season for 
the Wildcats, dropping their 
record to 9-1 on the season 
as the team continues an 
incredible turnaround from 
a 2-19 campaign last season 
to the top of the Middlesex 
League standings this sea- 
son. 

“We just had a tough one 
today,” second year 


Wilmington coach Kieran 
Kavanaugh said. “Arlington 


My new w 


happenings. 


Worn 

ebsit 

has launched. 

Please check out Jamie Pote’s 
personal website “Jamiepote.com” 
to read up on all of the local sport- 
ing events and Town Crier sports 4 en 


is a very good, well coached 
team. They play real hard 
and they play well. They 
were ready for us and they 
played a really good game.” 

Leading the way on offense 
for the Wildcats was attack 
Mitch DeAmbrose with three 
goals, while midfielder 
Justin McKinnon added a 
pair of goals and midfielder 
Brian Priem added a goal of 
his own. 

The offensive attack on 
this day, however, was not 
enough for the Wildcats. 

“Those guys did a great job 
for us, but we didn’t get pro- 
ductivity up and down our 
lineup today, and _ that 
showed with the final 
result,” Kavanaugh said. “I 
think a lot of us got a little 
confident with what we were 
doing, but we need to focus 


ite 


on getting back to what go 
us results in the first place 
We have talked about tha 
the past couple of games 
and it finally caught up wit! 
us today.” 

As tough as Tuesday’s los; 
was for the Wildcats, it can 
not diminish what the tean 
has accomplished to this 
point in the season. The 9-( . 
start seems to have caugh 
everybody by surprise, witl 
the exception of the Wildcat; 
themselves. 

“Honestly we set the bai 
high when we came into the 
season,” Kavanaugh said 
“Our main objective was t¢ 
get into the playoffs, tha 
was our goal. We have 
accomplished that so far, bu 
we have to keep working a 
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Tewksbury’s Ronnie Wallace and Wilmington’ Vin Scifo 


New friends compete for Beanpot title at Fenway 


; Sy MIKE STOLLER 

- Sports Correspondent 

Four years ago, they were 
rivals on neighboring high 
-school baseball teams. 
This season, they are 
-teammates on the same 
.- college baseball squad. 
~-And, as of this past 
Monday, they are forever 
linked to the time they 
together played on the hal- 
lowed grounds of Fenway 
Park. 
- Ronnie Wallace and 
- Vinny Scifo played against 
~-each other when Wallace 
- was a senior at Tewksbury 
- Memorial High and Scifo a 
freshman at Wilmington 
High. With Wallace now 
finishing up a four-year 
- eareer on the UMass base- 
--ball team, Scifo is just 
starting out for the 
Minuteman. Both local 
‘players, now good friends, 


had the honor Monday to’ 


play in Fenway in the 
Baseball Beanpot, a thrill 
to say the least, despite the 
6-3 loss to Northeastern 
University. 

“When you walk in there, 
you're sort of awestruck, 
thinking about all the 
-. great players who played 
there,” said Wallace, a 
ee right- -handed relief pitcher 
~-and the captain of the 
- Minutemen. 
-° Stretching out in front of 
_-the Green Monster, and 
> -everyone’s got a smile on 

‘their face. And then you 
snap out of it, realizing 
that we’ve got a game to 
-play here for the Beanpot 
championship.” 

It’s that kind of leader- 
ship by Wallace that gets 
the most notice by veteran 
UMass head coach Mike 
Stone. 

“Ronnie’s done a great 
job as captain, he’s a real 
good leader,” Stone said. 
“He works his tail off all 
the time. He plays hard 
_and prepares well.” 
-Wallace, a sports man- 
-agement major, didn’t 
24, 


“We started ~ 


pitch in Monday’s tilt, 
needing to rest his arm 
because he had hurled his 
share of innings in recent 
games. But he played a 
key role-in posting the win 
in the game that advanced 
the Minutemen to the 
Beanpot championship, an 
11-6 victory over Boston 
College. 

Off the field, Wallace 
already has been hired as 
the concessions manager 
for the Nashua Silver 
Knights college-aged sum- 
mer baseball team, owned 
by the Lowell Spinners, 
after he graduates. 

Scifo, meanwhile, a 
freshman, who has yet to 
declare a major, batted 
eighth in the lineup 
Monday, and played short- 
stop, where he had earned 
the starting job earlier this 
season. He had a pair of 
putouts and two. assists, 
including the first play of 
the game in the field for 
the Minutemen. 

“First play of the game 
[for us], I got a ground ball 
and threw to first base,” 
Scifo said. “It was incredi- 
ble. It was good to get that 
first one out of the way.” 

It also struck Scifo with a 
sense of pride he was play- 
ing in the same spot for- 
mer Red Sox star shortstop 
Normar Garciapara owned 
from 1996 through much of 
2004. 

When prompted with 
Garciapara’s name, Scifo 
offered, “Yeah, I was actu- 
ally thinking about that. I 
grew up watching him play 
and it was pretty cool play- 
ing the same position [at 
Fenway], knowing he 
played there.” 

Scifo was also involved in 
a play in which the 
Minutemen had a chance 
to turn a double play, but 
the runner was safe at 
first. His terrific overall 
play this season has been a 
huge bright spot for the 
Minutemen, who, with 


Monday’s loss, fell to 10-25 
on the campaign. 

“He’s solid defensively,” 
Stone said of Scifo. “He has 


great range. He throws the | 


ball well across the dia- 
mond. And he contributes 
offensively as well.” 

Scifo had a super midsea- 
son stretch when he batted 
well over .400 for the 
Minutemen. While he went 


0-for-3 on Monday, he was _ 


quite proud to see team- 
mate Dylan Begin hit a 
couple of doubles off 
Fenway’s renowned left 
field wall known as the 
Green Monster that pro- 
pelled the Minutemen to a 
2-0 lead after three 
innings. But the Huskies 
rallied for four runs in the 
fourth, which carried 
Northeastern to its sixth 
Beanpot championship 
win. 

Wallace and Scifo both 
had a number of family 
members and friends in 
the crowd, all lined in the 
low grandstand along the 
third -base line to support 
the Minutemen, who were 
housed in the third base 
dugout looking out at the 
Monster. 

The aura was not lost on 
Scifo. 

“It’s incredible looking 
around the beautiful field 
and the Green Monster 
and the stands around you, 
it’s shocking,” Scifo said. 
“l’ve never played in a 
place as enclosed as that. 
You’re enclosed by it all.” 

Since Scifo joined the 
team, he and Wallace and 
their families have become 
the best of friends. Scifo’s 
and Wallace’s parents met 
during the team’s spring 
trip to North Carolina. And 
the two ballplayers often 
tease each other about 
their high school rivalry 
even though they didn’t 
know each other well in 
their pre-college days. 

But, poking fun aside, 
Wallace has been a big 


help in supporting his 
rookie comrade. And Scifo 
is grateful for the elder 
statesman’s leadership. 

“Our lockers are right 
next to each other, and 
he’d talk a lot, trying to 
help me get used to 
things,” Scifo said of 
Wallace. “He’s a’. great 
leader that gets you moti- 
vated. He sets a great 
example by getting to the 
field early and helping the 
coaches. He’s a good cap- 
tain.” 

Wallace is just as delight- 
ed with what has become 
Scifo’s breakout season. 

“I knew Vinny was a good 
ballplayer and a good ath- 
lete,” Wallace said. 
“Vinny’s a great kid. 
Every day, he does every- 
thing asked of him. He’s 
got great tools, great 
range, and he’s swinging 
well, too.” 

Wallace reverts back to 
his ribbing ways for a 
moment. “I give him a 
hard time all the time 
about my senior year at 
Tewksbury, when I threw a 


shutout against 
Wilmington, and how my 
younger brother Robbie 
(now with Colby-Sawyer) 
hit the game-winning 
home run. But they beat us 
later in the season.” 

“They’re great kids, they 
work hard,” Stone said of 
Wallace and Scifo, before 
Monday’s game. “They’re 
good team members. And 
it would be great to play a 
good ballgame [in the 
Beanpot].” 

While the outcome could 
have been better for 
UMass, it was certainly a 
field of dreams for the two 
buddies to be playing 
together in somewhere as 
special as Fenway Park. 

“You get a sense of the 
history,” Scifo said. “We 
saw the dents in the Green 
Monster and just sitting in 
the dugouts that have been 
there since 1912 and seeing 
how old they are.” 

And, it doesn’t look like 
those benches have been 
retouched too much, 
according to Scifo. “Oh, 


they looked real old,” he 
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said. 

Meanwhile, for Wallace, 
it’s his second go-round 
playing in Fenway. ‘ He 
played there last’ year, 
when the Minutemen won 
the Beanpot championship 
game. But the thrill of 
competing in the historical 
ballpark never goes, away, 
he said. 

“We were playing eatch 
right in front of the Green 
Monster,” Wallace said of 
Monday’s pregame prep. 
“And it’s just as good. the 
second time around.? ; ; 

To punctuate the ‘point, 
Wallace recalled how. his 
day began. 

“I woke up with a' huge 
grin on my face,” he. ‘said. 
“IT couldn’t wait to get. oe 
of class. [Playing - 
Fenway] is a dream ins 
kid dreams of. And we 
were lucky to get: that 
opportunity today.” 


Above, Tewksbury resident Ronnie Wallace, a senior captain on the UMass Amherst 
Baseball team, stands with his parents Joy and Ronnie at Fenway Park during the Beappot 
Championship. And below, Wallace lets go a pitch during a recent Minuteman game: ‘ 


Above, Tewksbury resident Ronnie Wallace, left, with Wilmington’s Vin Scifo, are teammates 
at UMass-Amherst and have became good friends after being rivals in high school. And 
below, Scifo steps out of the dugout at Fenway to the on-deck circle during Monday’s game. 

(courtesy photos). 


(courtesy Paper). 
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Over 500 people take part in Forte Memorial aay 


B BRENDAN FOLEY 
Sports Correspondent 


The third annual Kim Forte 
Memorial 5K road race was 


© held at the town commons on 


Sunday, April 28. Organized 
sy the Women of Wilmington 
. (WoW), the race was created 
to honor the memory of 
; ‘Wilmington resident Kim 
Forte, who was struck by an 


-“ impaired driver while out 
“walking. The race attracted 


‘over 500 people this year, peo- 
ple who packed the streets 
‘> and sidewalks with their ener- 
.-gy and good cheer. 
-The event was marked by 
* -another memorial: the memo- 
“Ty of the Boston marathon 
“tragedy and the loss of 
Wilmington-native Sean 
‘Collier. The crowd was fes- 
ijtooned with the blue-and-yel- 
low colors and with t-shirts 


emblazoned with the Boston 


‘skyline and words of Boston 
“pride. Official race shirts dis- 
“played Kim Forte’s smiling 
' faeé alongside words which 


«stead, “Miles of smiles.” 


‘y Other official race shirts 

# tread, “Strengthening our com- 
munity, one good deed at a 
time.” 

The race was scheduled to 
begin at 11 a.m., and in the 
hour preceding the commons 
were slowly filled with dozens 

- -of families and friends, from 
Wilmington and abroad. The 
day was marked by perfect 
running conditions, with a 
¢zclear blue sky and gentle 

je > breeze. While pump-up music 
<was' blared from the gazebo, 
> <ehildren sprinted across the 
sgrass playing Frisbee or rac- 
* Sing ‘parents. Individuals and 
s-groups laid in the grass, 

: <Sttetching out. 

«* "Local sponsors provided 
* Stents, including a kids-centric 

= tent set up by TJ Maxx. This 

i. = Loccupied children with face 
~ ‘painting, bubbles, and hula 

= -hoop contests. 

~The event was kicked | off 

-with speeches by race organiz- 

:er,* Michelle Bryan, who 

“thanked the crowd, the spon- 

“sors and especially the local 

-volunteers who had made the 

-event possible with their time 

‘and dedication. 

- ‘Kim Forte’s husband, Lou, 

“spoke next, expressing grati- 

‘tude to WOW and to 
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Wilmington for remembering 
“T want to say a special 
thank you to the. Wilmington 
community for keeping Kim’s 
spirit alive,” Lou Forte said. 

The final speaker was State 
Representative Micelli, who 
had effusive praise for WOW, 
whom he presented with an 
official citation. 

“When they get involved, 
everything comes out a suc- 
cess,” Micelli said. 

The race got underway, with 
the runners lining up behind 
the cross-walk in front of the 
former high school gym. 
Micelli counted down and the 
race got underway. 

There was a minor accident 
at the start, when an elderly 
runner tripped and was nearly 
trampled. Other runners 
stopped and assisted the 
woman up, and she continued 


- with the race. 


Besides the hundreds of run- 
ners, a large percentage of the 
racing body was comprised of 
walkers. The street was lit- 
tered with baby carriages and 
strollers, and a few people 
even brought their dogs to 
walk beside them. 

While the race was going on, 
Bryan expressed happiness 
with the way the day had 
turned out. 

“We couldn’t have asked for 
a nicer day,” Bryan said. “It’s 
a little warm, but that brought 
out a lot of walkers.” 

The race was won by 
Chelmsford resident John 
Doherty, who finished with a 
time of 17:13. Doherty has 
been working in Wilmington 
as a student-teacher with 
Special Education students at 
the West Intermediate School. 
He was alerted to the race by 
a WOW member and was 
excited at the chance to run 


for a worthy cause. Doherty 


ran in school and has contin- 
ued to run whenever he can. 
This was his first experience 
with the Forte 5K. 

“T actually haven’t run a 5K 
in a really long time, so I just 
tried to ease my way back 
into,” he said. He added, with 
a laugh, “I kind of got caught 
up in the middle of it, clearly.” 

Once he re-discovered the 
necessary rhythm of the run, 
Doherty was able to take con- 
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19408 
10998 | 
my 


trol of the race. 

“It’s definitely easier, once 
you get the rhythm,” Doherty 
said. “Especially with dis- 
tance, after like a mile you 
find the rhythm.” 

Doherty admitted that his 
biggest fear with the race was 
his lack of familiarity with the 
town and poor sense of direc- 
tion. He expressed relief that 
the course had been marked 
out by police cars. 

The top placing female run- 
ner was Melrose resident 
Ceara Mahoney with a time of 
20:44. Mahoney had barely 
finished the race before her 
four-month old son was back 
in her arms. She had been 
informed of the race by co- 
workers at the District 
Attorney’s office. Like 
Doherty, this was her first 
ever experience with the Forte 
5K. 

“There was a whole bunch of 


people from my office who 
were running it,” she 
explained 


Mahoney is an experienced 
runner, who only a few weeks 
ago completed the Boston 
Marathon. ; 

Because of this experience, 
Mahoney understood the dif- 
ferent skills that are needed 
for different runs. 

“I think you have to be able 
to pace yourself better with a 


‘longer run so you don’t burn © 


out,” Mahoney said. “With a 
short run you can go all out 
because you know it’s going to 
end.” 

“It’s more about speed,” 
added. 

As runners began to stream 
in behind the leaders, Bryan 


she 


manned the ~ microphone, 
shouting out the names of 
approaching runners. 


Friends, family, and already 
finished runners lined the 
final stretch of road, applaud- 
ing racers and cheering them 
on as they crossed the last 
strip of asphalt. 

Awards were given out to the 
top finishers, and _ tables 
loaded with waters, apples, 
bananas and granola bars 
were raided. Once again the 
grass was occupied with out- 
stretched bodies as runners 
iced and stretched out weary 
limbs. 

As the final walkers ambled 


Runners gethered on Wilmington Cammon on Sunday morning for the WOW 5K Rate in 
memory of Kim Forte. Some of the runners include: Evelyn Lydon, Laura Flynn, Kerry Piro, 


Kiley eae Melissa goers and Glenda Maguire. 
(photo by Maureen Brady-www.shootingstarspix: com) 


over the finish line, with a 
time of 1:05:25, the sounds of 
Queen’s “We Are the 
Champions” soared over the 


spring air. The crowd gradu- « 


ally dispersed, but the spirit of 
charity and camaraderie lin- 
gered for a good while after. 
Before letting the race begin, 
Lou Forte told the crowd a 


Low-Low Prices! 


story. He told the crowd about 
how, each morning on the way 

“to work, he would pass a 
church bulletin board that dis- 
played a new message each 
day. He would then call Kim 
and tell her what the message 
was, at which point she would 
challenge him to live up to the 
words. 
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One such message said, 
“Don’t. let the world change 
your smile, let your stile 
change the seeds ii 
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al race photos will appear in 
next week’s edition. an 
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Lori and Jackie Ryan 
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Mother and Daughter enjoy successful runs 


:B BRENDAN FOLEY 
2 Sports Correspondent 


Charity ean be a family 
évent, too. 

‘For Lori Ryan and her 
daughter Jackie, running 
has always been a shared 
experience that has allowed 
the two to strengthen their 
relationship and understand 
each other. The duo has 
been running together for as 
long as either of them can 
femember. Recently they 
put that training to use for 
others, as they participated 
in the third annual Kim 
Forte Memorial 5K on 
Sunday, April 28. 

*The day was bright and 
gorgeous and mother and 
daughter both had success- 
ful runs. Jackie ended up 
with the fastest time of any 
Wilmington-native female 
runner, finishing with a time 
of. 21:20. 

Not so surprising when you 
consider that Jackie, a soph- 
omore at the high school, 
has been running track 
since elementary school. 
~*I always liked running,” 
Jackie said, “but in fifth 
grade they had this whole 


track thing that then went 
into middle school. You’d 
run and do like little meets.” 

When she made it to high 
school, Jackie turned her 
attention to the hurtles, 
specifically the 400 M hur- 
dles event. 

While running every day 
was obviously a big help, 
Jackie was faced with run- 
ning a distance road race, 
which required totally dif- 
ferent skills than sprinting 
over hurdles. It took some 
mental concentration to 
swap in a different style and 
pacing for the longer race. 

“I try to pace myself,” 
Jackie said. “Obviously 
they’re two totally different 
events.” 

Even the basic terrain is 
different. The enforced 
lines of the track are 
replaced with sprawling 
streets and changing eleva- 
tions. 

“Road races, obviously, are 
more open and they tend to 
be longer,” Jackie said. “In 
some ways I really do prefer 
running on the track. But I 
do enjoy running in the open 
and going to different 


places.” 
Jackie also believed that 
familiarity with the 


Wilmington roads, and of 
the area surrounding the 
high school, played a part in 
allowing her to perform so 
well. 

For her part, Lori, who fin- 
ished with a time of 26:23, is 
proud of her daughter’s 
accomplishments, and goes 
into the races together 
knowing that it will not be 
long before Jackie will begin 
to pull away. 

“She’s a faster runner than 
me,” Lori laughed. 

Running is a pastime that 
has kept the two busy and 
connected for several years, 
beginning with Lori’s long- 
time enjoyment of the activ- 
ity. 

“I have been running road 
races for years,” Lori said. 
“And when she began run- 
ning more, when she started 
track, she became more 
interested as well.” 

Jackie has found that hav- 
ing her mom at the starting 
and finish line is a big boost 
for these longer races. 

“It does help, having my 


mom with me,” she said. 
“It’s easier for us to moti- 
vate each other.” 

The two got involved in the 
race thanks to Lori, a mem- 
ber of the Women of 
Wilmington (called WOW for 
short) the organizers of the 
event. Both have participat- 
ed in the race before, 
inspired by the legacy left 
behind by Wilmington resi- 
dent Kim Forte, who was 
struck and killed by an 
impaired motorist. Though 
she did not know Forte per- 
sonally, Lori was amazed by 
the way her memory has 
continued to influence and 
shape people. 

“It’s very impressive to 
hear the stories about her,” 
said Lori. 

It is having a purpose for 
which to run that makes the 
events that much more 
rewarding. Having charita- 
ble goals as the focus also 
frees Lori up from placing 
too much pressure on beat- 
ing times and placing high. 

“I ‘run for fun,” she 
explained. “And for me, it’s 
more gainful when you’re 
running for a charity, as 


Jackie (left) and Lori Ryan 
Forte Memorial Road Race. 


well as when I’m running 
with my daughter.” 

Jackie took an active hand 
in the charitable aspect of 
the race, choosing to direct 
$5 of her entry fee to the 
Wilmington Educational 
Fund. 

For Lori, the big challenge 
ahead is not with running a 
race, but organizing and exe- 
cuting one. Lori is currently 
entrenched in getting a road 
race set-up for October in 
Wakefield, this one built 
around raising funds for 
medical research. This will 
be her sixth year with this 
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(right) completed Sunday’s 
(courtesy photo). 
“eg 

race. 

Does a future in that ‘sort 
of administration interest 
Jackie? Neither mother nor 
daughter would rule that 
out. 

“Planning them along with 
running them is somethir 
that I’d be interested * 
doing,” said Jackie. "'*** 

“It'll be interesting to sb if 
that blossoms into''somé- 
thing more,” said Lori»"'< 


Terrific showings by Girls and Boys Track teams at State Relay Meets 


ce By JAMIE POTE 
>)  & MIKE IPPOLITO 


Two teams placed and anoth- 
eF one just missed as the 
Wilmington High School Girls 
Track-and-Field team put 
forth a very respectable show- 
ing during Saturday’s Division 
3 State Relay Meet held at 
Pembroke High School. 
"The 4x400 team finished 
third and the 4x800 team fin- 
ished fourth to account for all 
of the team’s ten points, and 
heading into the meet having 
those two teams excel under 
geet amount of pressure was 
ey for second year head 
coach Brie Karow. 

‘Wilmington finished in 13th 
place out of 26 teams as 
Hingham, Hopkinton, 
- Pembroke, Marblehead and 
Bishop Feehan were the top 
five teams in order, while 
Middlesex _ League foes 
Melrose and Burlington fin- 
ished ahead of the ‘Cats, but 
Stoneham and Wakefield fin- 
ished well behind. 

“I was very proud of their 
efforts on Saturday,” said 
Karow. “It was our first big 
meet and the girls handled it 
with class. There are a lot of 
freshmen that make up many 
of the relay teams, therefore, 
a lot of nerves. Our juniors 
and seniors did a nice job tak- 
ing them under their wings 
and reassuring them of their 
talents. Our main goal of the 
meet was to get our 4x800 
team qualified - which we 
met, although our next goal is 
to knock off a few seconds on 
the time. Having a 4x400 and a 
4x800 team qualify gives us 
options for the state meet. It is 
a way for us to decide which 
event we can be most compet- 
itive in, as well as a way to get 
more athletes on the roster for 
the state meet.” 

The 4x400 team was the high- 

light of the meet for the 
Wildcats as the foursome of 
Kelly Hartsough, Rachel 
Alatalo, Michelle Barnes and 
Julia Gake finished in third 
place with a combined time of 
4:15.07. They finished behind 
Pembroke and Hingham. The 
first three girls of this squad 
are coming off a great indoor 
season in which they placed 
high in every post-season 
meet all the way to the New 
Englands, and now in the 
spring with the addition of 
freshman Gake, Karow feels 
‘the success will continue. 
- “It’s their best time so far 
this season,” said Karow. 
“Julia especially did a fantas- 
tic job of settling nerves and 
displaying a solid perform- 
ance throughout the day.” 

Two of the girls, Hartsough 
and Alatalo earlier joined up 
with Jackie Parece and 
Sydnee Russo to take fourth 
place in the 4x800 race with a 
combined time of 10:22.67. 

The discus team did very 
well just missing out on plac- 
ing. The team of Kate 
Cowden, Kristen Marranzini 
and Jenn Kannally finished 
8th overall with a combined 
throw of 233-07. 

* “Our discus team was so 
close to placing, but fell just 
short,” said Karow. “Although 
exciting, the most exciting 
part is that those who made 
up the team Kate Cowden, 
Kristen Marranzini, and Jenn 
Kannally did not throw their 
best and still placed eighth. As 
acoach, I see promise for next 


year, especially since they will 
all be returning.” 

The same three girls also 
combined to take 15th in the 
shot put throwing a combined 
73-08.75. In the other field 
events, the triple jump trio of 
Savannah Hubbard, Alatalo 
and Abby Chase finished 14th 
with a combined leap of 88- 
01.50. The long jump team of 
Jess Hogan, Amber Peach and 
Casey McFall finished 15th 
with a combined mark of 38- 
06.25. 

Turning back to the running 
events, the shuttle hurdle 
team of Jess Marciello, 
Peach, Chase and Hubbard 
finished 14th with a combined 
time of 1:17.32. The Sprint 
Medley ‘A’ team of Alexa 
Papastathis, Barnes, Kaila 
Bavin and Nicole Romanzo 
finished 16th with a time of 
4:43.31, while the ‘B’ team of 
Jordyn Granana, Marciello, 
Peach and Hubbard finished 
24th at 4:59.54. 

The distance medley team of 
Russo, Granara, Romanzo 
and Papastathis finished 16th 
at 14:34.65, while the 4x200 
team of Sam Pitzi, McFall, 
Gake and Hogan finished 24th, 
and the 4x100 team of Bavin, 
Pitzi, Hogan and McFall fin- 
ished 29th. 

“All in all, it was a good first 
invitational meet,” said 
Karow. “We accomplished the 
goal we had set for ourselves 
and we gave our younger ath- 
letes the experience and 
atmosphere of a competitive 
meet. I am looking forward to 
the next few weekends where 
the girls will have a chance to 
settle in, become more com- 
fortable in those settings, and 
start producing peek perform- 
ances.” 

Last Thursday the Wildcats 
were defeated my Melrose, 82- 
54 in a Middlesex League Dual 
Meet. Although the ‘Cats were 
defeated, there were plenty of 
highlights including seven 
individuals and one relay 
team qualifying for next 
month’s state meet. The indi- 
viduals who qualified include 
Savannah Hubbard who did it 
in both the 100 meter and 400- 
meter hurdles, while Amber 
Peach also qualified in the 100 
meters. Callie O’Connell 
accomplished the feat in the 
mile as did Kelly Hartsough 
and Jackie Parece in the 800. 

Wilmington won just five of 
the events on the day includ- 
ing Hubbard in the 400 hurdles 
(71.0), O’Connell in the mile 
(5:40.1), Hartsough in the 800 
(2:28.3), Kate Cowden with her 
season best throw of 90-7 in 
the discus and the 4x400 relay 
team who finished with a com- 
bined time of 4:26.5. 

The Wildcats took a handful 
of second places including 
Russo in the mile (5:54.6), 
Peach in the 100 hurdles 
(17.3), McFall in the 100 
(13.3), Barnes in the 400 
(63.5), Parece in the 800 
(2:32.6), Pitzi in the 200 (28.5) 
and Marranzini in the discus 
(83-5). Taking a point each 
with third places included 
Papastathis in the mile 
(5:59.4), Hubbard in the 100 
meter hurdles (17.4) and triple 
jump (30-2.50), Gake in the 200 
(29.1) and 400 (65.3), Alatalo 
in the 800 (2:35.1), Cowden in 
the shot put (31-0) and Chase 
in the high jump (4-5). 


BOYS TRACK 


Led by a first place perform- 
ance by three individuals in 
the discus, the Wilmington 
High School Boys Outdoor 
Track-and-Field team had a 
tremendous showing at 
Saturday’s Division 3 Eastern 
Mass State Relay Meet held at 
Pembroke High School. 
Wilmington finished in sixth 
place out of 45 teams with 
32.25 points. 

“The relay meet is the ulti- 
mate team competition, and I 
very pleased with our per- 
formances and how the team 
has come along,” said head 
coach Mike Kinney. “I give 
credit to the seniors for help- 
ing the younger kids along the 
way. The whole team has been 
focused and hardworking. We 
have had to deal with being 
relocated for practice, and the 
kids have been great. I think 
we proved that we are one of 
the top teams in Division 
three.” 

Hingham won the meet fol- 
lowed. by Pembroke, 
Randolph, Bishop Feehan and 
then Stoneham, before 
Wilmington and Burlington 
tied for sixth place. 

The discus team of Eli 
Jennings, Jon Weaver and 
Dave Caira were the best in 
the business on this day to 
take first place with a com- 
bined mark of 37407. That 
combined mark was incredi- 
ble considering second place 
Pembroke was 18 feet behind 
and 18th place Duxbury was 
152 feet behind the ‘Cats. 
Jennings threw his personal 
best of 153-8, followed by 
Weaver with 118-10 and Caira 
at 102-1. 

“They are a hardworking 
crew and have are dedicated 
to being the best throwers 
they can be,” said Kinney. 
“The same three placed third 
in the shot put. Eli threw 
46'10, Jon threw 38'4", and 
Dave threw 39'9". It was nice 
to see them rise to the occa- 
sion.” 

Besides the first and third 
place finishes from the trio, 
two other field event teams 
placed including the high 
jump, which finished in a tie 
for third, and then javelin 
team which finished fifth. The 
high jump team consisted of 
senior Wayne Huynh and 
sophomores James O’Regan 
and Connor Bennett, who all 
cleared 5-6. The javelin team 
was Pat Barry, Connor 
Townsend and Steve Layon. 

“Pat anchored the javelin 
team with a throw 151 feet, 
and Connor came through 
with a personal best of 138'8 
and they just missed placing 
fourth by one inch,” said 
Kinney. 

Two running teams placed to 
round out the scoring includ- 
ing a third: place finish from 
the 4x400 team and a fourth 
place performance by the 
4x800 team. The 4x400 team 
consisted of Steve Halas, 
Barry, Colin Chase and 
Andrew Sears and they ran a 
tough race to finish with a 
combined time of 3:36.29. Then 
Halas, Sears and juniors Craig 
Smith and Jared Walsh fin- 


ished in fourth in the 4x800' 


race with a combined time of 
8:33.07. 

Two other teams just missed 
out on placing including the 
hurdle relay team of Huynh, 


Barry, Weaver and O’Regan, 
who were eighth and the long 
jump team of Huynh, O’Regan 
and Deven Langenfeld, who 
were 11th. 

Last: Thursday, Wilmington 
defeated Melrose 82-54 in a 
Middlesex League Small 
School Dual Meet. Pat Barry 
and Steve Halas both won two 
individual events. Barry took 
the javelin (154-1) and triple 
jump (41-11.75) titles and 
Halas won the 400 (53.3) and 
mile (4:40) as they combined 
for 20 of the team’s points. 
Other first places were earned 
by Jennings in the shot put 


(49-5), Weaver in the discus 


(114-8), Huynh in the long 
jump (19-0), Walsh in the 800 
(2:11) and the 4x100 (49.3) and 
4x400 (4:07.2) also won. 

Caira took a pair of second 
places in the shot put (39-9) 
and discus (100-5), as did 
Connor Townsend in the 
javelin (127-11) and 200 (24.4). 
Other second places include 
Huynh in the high jump (5-9), 
Barry in the 400 hurdles 
(60.2), O’Regan in the 110 hur- 
dles (17.7), Chase in the 400 
(55.4) and Sears in the 800 
(2:17). 

Finally third places included 
Weaver in the shot put (38-9), 
O’Regan in the long jump (17- 
11), Chase in the 400 hurdles 
(62.6), Huynh in the 110 hur- 
dles (17.8), Townsend in the 
100 (17.8) and 200 (24.4) and 
Adam Maienza in the two mile 
(12:18). 


GIRLS TENNIS 


The Wilmington High Girls 
Tennis team has been showing 
steady improvement over the 
past couple of weeks with lit- 
tle to show in terms of results, 
but last Friday the Wildcats 
were finally rewarded for 
their hard work with an 
impressive 3-2 win over 
Wakefield tom improved to 2-4 
on the season 

The Wildcats got several 
impressive three set victories 
on their way to the victory 
with senior captain Michelle 
Woods picking up a win along 
with both doubles squads, as 
four of the five matches on the 
day went the full three sets. 

“This was a very good win 
for us in an extremely close 
match,” Wilmington coach 
Kevin Welch said. Woods bat- 
tled. her way to a three 
straight victory, bouncing 
back strong in the third set 
after dropping the second set, 
winning her match 7-6 (7-3) 2- 
6, 6-4 

“Michelle continues her solid 
play she has been playing 
very strong third sets. “She is 
a mentally tough player and 


has really shown this past - 


week.” 

On the doubles side, the 
Wildcats got a big win in first 
doubles from Erin Hurley and 
Delaney Gillis who battled 
their way to a 7-5, 2-6, 6-3 vic- 
tory, while the second doubles 
combination of Anna Siegel 
and Julia Carter picked up the 
clinching vetory with a 6-4, 4-6 
7-6 (7-5) thriller that included 
a dramatic comeback in the 
third set. 

“Our two doubles team came 
up huge for us in Wakefield, 
especially second doubles. 
They were the last team on 
the courts going into the third 
set and they knew they needed 
to win,” Welch said. “They fell 


behind 2-5 and came back to 
win the match in a tiebreak- 
er.” 

Sophie Serna played very 
well in third singles despite 
suffering a 6-2, 5-6, 6-4 loss, 

“I would love to say a victory 
like this has something to do 
with how well I coached, but 
to be truthful as the matches 
entered the third sets I back 
off and let the girls manage 
the points and games the way 
they thought they needed to 
play the points,” Welch said. 
“All these girls are showing 
me they know what to do when 
the pressure is on and their 
back are against the wall. I 
think I say this every week but 
I have a great group of girls 
on this team. Win or lose I 
could not be more proud of 
them.” 


BOYS TENNIS 


The Wilmington High Boys 
Tennis team also picked up a 
big win on Friday over 
Wakefield, evening © their 
record to 3-3 on the season 
with the victory. 

Much like girls victory, the 
boys win was decided in dra- 
matic fashion, with third sin- 
gles player Robbie Mailey tak- 
ing the deciding match in a 
thrilling three set, three and a 
half hour match that was 
decided just as the sun was 
going down. 

Mailey earned a 3-6, 7-6 (7- 
5), 6-2 victory in his match to 
secure the victory in a match 
that was a battle of wills 
between he and his opponent 
from Wakefield. Mailey bat- 


_tled back from being sown a 


break point in the second set. 

“It was not looking good 
when he was down a break, 
but he came back well,” said 
Wilmington coach Rob Mailey 
said. “In the third set he just 
had a little more energy than 
his opponent, although that 
was a lot closer than 6-2. All 
the points seemed to last for- 
ever, so it was great for the 
team for Robbie to get the 
win.” 

The Wildcats other two wins 
on the day came from their 
doubles combinations. In first 
doubles, the duo of Chris 
Saporito and Mike Biondo 
rolled to a straight set 6-4, 6-2 
victory. 

“They played a nice clean 
match,” Mailey said. “They 
dominated throughout and 
showed just how good they can 
really be. 

In second doubles, Ben 
Rohlider and _ co-captain 
Andrew Hoang picked up the 
straight set 6-4, 6-4 victory, but 
Mailey said they dominated 
the match even more than the 
final score would indicate. 

“I did not think it was that 
close,” Mailey said. “They 
had big leads in both games 
and the other kids kind of 
came charging back, but they 
were really in control the 
entire match and were able to 
hold them off. 

Even in their two losses on 
the day, the Wildcats got out- 
standing efforts with first sin- 
gles player Justin Wright 
dropping a 6-3, 6-4 decision to 
an outstanding opponent from 
Wakefield. Meanwhile in sec- 
ond doubles, senior co-captain 
Will MacKinnon battled 
through a three hour match 
before dropping a 6-2, 4-6, 7-5 
decision. 


“Will had a similar: "ab 
against the same kid lastisea- 
son, and he beat him, but the 
other kid got him this time,” 
Mailey said. “We play, them 
again and I am sure they-.will 
have another great match.” 

The effort of MacKinnon’ in 
his match along with fellow 
co-captain Andrew Hoang” in 
his doubles match will-be dne 
of the lasting images: of. the 
day for Mailey, who has-come 
to expect such great perform- 
ances by his captains. . « 

“I just can’t say enough 
about what the two of them 
have meant to the team*this 
season,” Mailey said. - “They 
are both National Honor 
Society members and they. are 
just real quality people who 
are making an impact, on the 
team. I just can’t say enough 
about their character and how 
hard they work every day.” 


BASEBALL 


The Wilmington High School 
Baseball team lost all three of 
its three games this past week 
putting the team’s overall 
record at 2-6. The ‘Cats were 
defeated by Melrose: last 
Wednesday, 12-5, before falling 
to Wakefield 2-1 on Friday and 
a very good Burlington’ team 
5-2 on Monday. 

In the loss to Wakefield, 
freshman Jackson Gillis 
pitched his second game’ and 
it was another beauty. He 
went the distance giving ‘up 
two runs, two hits and *no 
earned runs while striking olit 
14 batters. In 14 innings® 
season, he has struck out 29 
batters and walked six, while 
his ERA stands at .50. «+ {! 


“Opponents are hitting; 451 


off of him,” 
Aldo Caira. 
deal.” 

On Monday, senior soutligaby 
Tim Woods tossed andthér 
gem but again didn’t get. much 
run support. He allowed: two 
earned runs and three» hits 
while walking two and: st 
ing out seven. He also had 
hits at the plate, while- Hoi 
had a RBI hit to score Mike 
Curtis, who sdoubled; + and 
then Jimmy Stein drove’ ih the 
other run on a fielder’ ; choice 
groundout. 

“Our pitching is right: se 
but the defense has gone 
and the offense is nor he 
tent,” said Caira. “*Wighe fa 
team ERA of 2.46 and; dur 
pitchers holding the ‘oj 
tion to a .190 batting averd 
if we can ever get the: 
going — right now we heiota 
.222, team batting average -- 
we will be surprising a lot 6 


teams down the stretch.” a4 


GIRLS LACROSSE: 


Last Wednesday, : © > fhe 
Wildcats felle to Hamilton- 
Wenham 11-9 in a not Sear 
game. 

“We came back from acfour 
goal deficit to tie and: p ing- 
ponged back and forth therett 
of the game.,” said head coach 
Sarah Simpson. “Casey Herra 
had 15 saves and was really 
attacking the offense. One of 
her best games to date.” 

Offensively, Rachael “Maia 
had three goals while . ‘Darta 
Rossetti and Ryan Gatitréeau 
both tagged on two each- and 
Caroline Robarge and “Rally 


Neimiec both had one.: - = = 


said head cpa¢h 
“He’s the See 


WHS Softball, pages SP6-2W 
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Robarge honored as Middlesex League Sportsmanship Award winner, 


Junior saluted during Bruins game 


Bt By JAMIE POTE 
& Sports Editor 
LeBORTON - Although the 
‘regular season may not 
‘Rh ave ‘gone as she would 
ave: liked, Caroline 
barge has certainly 
‘enjoyed a great few weeks 
‘sine packing up her hock- 
ey: uipment six weeks 
ago. e Wilmington High 
junior, who recently just 
eame-back from Ireland as 
part of the Strings 
Attached program, was 
recently honored at a 
Boston Bruins game was 
one of nine females in the 
entire state and the only 
one in the Middlesex 
League to be named as 
part. of the MIAA-Boston 
; Bruins sportsmanship 
award. 
: For the 11th straight year, 
-the. MIAA and Bruins part- 
nered to honor a student- 
athlete from every boys 
and girls high school ice 
hockey league in the state 
for best exemplifying a 
commitment to the ideals 
of sportsmanship through- 
out; the season. The 18 stu- 
deént-athletes, one in each 
league, were selected by 
representatives of their 
league according to the fol- 
‘lowing award criteria: 
An exemplary record of 
-tomplying, both in spirit 
and-letter, with all league 
and MIAA rules and regu- 
lations during the season; 
A demonstrated record 
of respectfully accepting 
the rulings of game offi- 
cials during the season; 
“eA record of conduct, on 
and off the ice that brings 
honor to self, team, school, 
‘and community; 
.¢,An exhibited commit- 
ment to teamwork by pro- 
viding all members with 
‘recognition of their talents, 
an” opportunity to con- 
‘tribute them to the team, 


and a spirit of cama- 
raderie; 

¢ A demonstrated respect 
for opponents before, dur- 
ing, and after games. 


Robarge, who. committed 
just one penalty all season 
long and serves as a men- 
tor to younger teammates 
according to her coach 
Jeff Covelluzzi. She also is 
very activein the commu- 
nity being involved in the 
Rotary Interact for the 
past four years, and volun- 
teering for the Tiny Tots 
program for the past four 
years. 

“Caroline exemplifies the 
characteristics of a model 
high school student-ath- 
lete,” said Covelluzzi. “She 
competes at an extremely 
high level while keeping 
self-control and poise in 
the heat of battle. The 
Middlesex League 
Freedom Division is proud 
to have her represent the 
league, as she has consis- 
tently demonstrated the 
true meaning of sports- 
manship both on and off 
the ice.” ~ 

A short time after the 
WHS Girls’ Hockey season 
ended, Coveluzzi had: a 
brief conversation with 
Robarge asking her some 
simple questions and 
telling her that he nomi- 
nated her for the award. 

“I didn't know much 
about it other than there 
were Bruins _ tickets 
involved so I was excited, 
but didn't think much 
about it after that,” she 
said. “Then one day in the 
hallway I heard that coach 
was looking for me. He 
everitually found me and 
handed me an envelope 
and told me to open it. As I 
opened the envelope he 
told me I had won the 
MIAA Sportsmanship 


SMART 
PRICE: 


JETS = 


award for the Middlesex 
League. I was somewhat in 
shock and didn't read the 
letter until I got back to 
class and as I read it I got 
extremely excited. I could- 
n't contain my excitement 
and went down to coach’s 
room and thanked him 
immediately for nominat- 
ing me. After school I 
called my Mom (Laurie) to 
tell her the great news and 
she was almost as excited 
as I was.” 

Robarge was one of just 
nine female athletes to be 
awarded the 
Sportsmanship Award 
along with Jenny O’Donell 
(Norwood), Haley Rudin 
(Arlington Catholic), 
Lindsay Gioioso (Ursuline 
Academy), Meg Mader 
(Shawsheen Tech), Olivia 
Konaxis (Beverly), Carly 
Campbell (Duxbury), 
Samantha Coughlan 
(Scituate) and Bethany 
Kelly (Canton). Robarge 
was asked what this award 
means to her. 

“To say I was honored to 
receive this award is an 
understatement,” she said. 
“Out of all the girls in the 
league, to be given this 
award is amazing. I try to 
always exemplify good 
sportsmanship both with 
my team and to opposing 
teams as well. I think most 
of a team's success comes 
from within the team 
itself. I honestly don't 
know exactly why I 
received the award as I 
think my love for the sport 
of hockey and being part of 
a team makes me do what 
comes naturally. I always 
try to look for the positive 
in any given situation.” 

Besides. hockey, Robarge 
is also a varsity soccer and 
lacrosse player. The three- 
sport athlete was given the 
award during the second 


We've ae 
Got It! 


PA25839, Auto., Moonlight, 
Premium Plus Package - 


PA2567, Auto., Moonlight, 
Premium Plus Package 


13 Audi Allroad 


PA2578, Auto., White, 5K mi., 
Prem. Plus Pkg., Navigation 


TanD GF 


Audi 
‘herbchambers.com 
62 CAMBRIDGE ST., RTE. 3A EXIT 33 OF RTE 128, BURLINGTON 


Wilmington High Schbdl junior Goalies RoBange. middle back row, was honored at a Boston 
Bruins game as the winner of the Middlesex League’s Sportsmanship Award. — 


intermission of the Bruins- 
Hurricanes game back on 
April 8th. All of the win- 
ners were introduced to the 
sold out crowd at ice level, 
each getting on the 
JumboTron and_ each 
receiving their medals 
from the legendary Johnny 
Bucyk. 

“Sitting there watching 
the Bruins dominate the 
game, the excitement 
started to fade and the 
nerves set in,” she said. “I 
was going to have to 
receive this award in front 
of all of these people. A few 
minutes into the second 
period all of the winners 
went down and met up 
before heading down to ice 
level. While waiting for all 
of the recipients to arrive I 
talked to some of the girls 
who also received the 
award from other leagues. 
They were just as nervous 
as I was and that made it 
easier knowing I wasn't 
alone. We went down to ice 
level and met in the press 
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room where we received 
our medals and met 
Johnny Bucyk. We each 
had our picture taken with 
him. After that we went 
out on to the Bruins bench 
and the _ presentation 
began. They announced 
each winner and where 
they were from and put our 
picture up on. the 
Jumbotron. As nervous as 
I was it was an amazing 
experience, and one I will 
never forget.” 

Robarge has been with 
the WHS Girls Hockey pro- 
gram since she was in mid- 
dle school: This past year 


the team struggled to: 


score goals and struggled 
to win games, yet the team 
made huge strides from 
the start of the season until 
the end. Robarge is hoping 
the team can make anoth- 
er giant step forward next 
year, when she’s a senior. 
“Not having a winning 
season is tough for any 
team. However, I think this 
season was definitely a 
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step in the right ots 
for the program. Fors @ 
team to be successful :ir 
games they need to be siic: 
cessful in the locker room. 
Coach Covelluzzi brought 
us together and united us. 
which made us play as é 
team. We fought hard jir 
every single game anc 
although the stats might 
not show it, I believe we 
could beat any team in our 
league on any given day. 
That is something I could: 
n't say last year. f 
“As for the future of the 
program I believe this yéar 
was a big step in a positive 
direction. The coaching 
staff is strong and wil. 
keep the program moving 
forward. There are a lot!o! 
young strong skaters coii- 
ing up. I hope that within ': 
few years Wilmington Hipt 
School Girls Hockey wil 
be one for the top pro. 
grams in the league.” -;- 
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Lauren and Katherine McKenna 


By JAMIE POTE 
Sports Editor 

BILLERICA - In the fall 
they were both Middlesex 
League All-Stars, Lauren as 
a defensive catalyst for the 
league champion and 
Division 2 North Sectional 
Finalist Girls’ Soccer team, 
and Katherine as a defen- 
sive star for the Wildcat 
Field Hockey team; who 
also had a successful state 
tournament run. 

In the winter, they played 
together on the basketball 
court. They both came off 
the bench with Lauren play- 
ing more as Katherine bat- 
tled injuries but were both 
instrumental parts in the 
team’s state tournament 
run. And before the playoffs 
started, they both shared a 
night they’ll always remem- 
ber: the team’s final home 
game where Lauren was 
recognized by her. sister 
before the crowd during 
senior day festivities, 
before Katherine went on to 
score the final basket ever 
recorded in an official game 
before the gymnasium was 
torn down. 

Now in the spring they are 
both starters and key 
starters for the Varsity 
Softball team. Lauren is the 
team’s starting second 
-baseman for the second 
year in a row, and is also 
the team’s clean-up hitter. 
Katherine is enjoying her 
first season with the Big 
Club as the team’s catcher, 
who has also enjoyed a 
handful of valuable hits 
thus far this season, includ- 
‘ing three in the team’s sea- 
‘son opening win, and a big 

“RBI single putting the team 
ahead at the time of 
Saturday’s tough loss to 
Shawsheen Tech. 

‘uauren and Katherine 
MeKenna are just 16 
months apart, who are not 
-Only very close on and off 
the athletic fields, but are 
both three-sport athletes, 
‘who are tremendous team- 
mates, students in the class- 
‘room and who both spend a 
lot of time helping others, 
including initiating the pop- 
ular “Pink Flamingo” 
event, a fundraiser for the 
softball program that’s the 
talk around town. 

_ “They are both quality 
kids from a quality family,” 
said Wildcat Softball coach 
Audrey Cabral-Pini, who 


also coached the two girls 
as part of the basketball 


team’s staff. “They both 
are just a part of whatever 
team they are on — they 
never feel like they are big- 
ger and better than any- 
thing else. They are only 
one out of eleven players in 
soccer or in field hockey, 
one of five in basketball and 


one out of nine in softball 


and they are both just con- 
summate team. players. 
They are a very tight fami- 
ly, who are always pulling 
for each other.” 

Besides their love for each 
other and their love for 
sports, the two of them are 
very impressive young 
ladies, who already have 
cleared a path for their 
bright futures. Lauren has 
already been accepted to 
Maine Maritime Academy 
where she’ll attend the 
school for five years as part 
of a dual major program 
with Marine Biology and 
Small Vessel Operations. In 
addition to a double major, 
she plans on playing soccer, 
the sport she says is her 
favorite, and by far her best 
sport. 

Katherine, a junior, said 
she has already decided 
that she wants to become a 
Special Education Teacher. 
Until she decides what col- 
lege she wants to attend, 
she really wants to cherish 
these last few weeks with 
her sister before she heads 
off to Maine in the fall. 

“T love being (Lauren’s) 
sister,” said Katherine, 
after Saturday’s tough 4-3 
loss to Shawsheen that saw 
her belt a key RBI single 
and make a terrific play at 
the plate to tag out a run- 
ner. “We’re like best friends 
and we get along really 
well. It’s nice to always 
have someone there - with 
you first with basketball 
and now with softball. I 
know: I'll be really sad next 
year when she'll be off to 
college. It’ll be really differ- 
ent without her.” 

After playing exceptional 
field hockey this past fall as 
a league all-star defender, 
Katherine didn’t see much 
playing time on the basket- 
ball court, but provided a 
spark when she did come 
off the bench. She thought 
that may be the case again 
for the softball team, not 
knowing if she would make 
the everyday line-up. 

“Katherine has stepped up 
this year,” said Cabral-Pini. 
“(Last year’s catcher) Alex 
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Derian decided not to play 
saying -that her heart 
wasn’t in it and within sec- 
onds after Alex said she 
wasn’t going to play, 
Katherine came up and say 
Tll try to catch’. Fallon 
(Soye) was penciled in to be 
the starting catcher but 
Katherine ended up getting 
the starter’s job. She’s like a 
sponge. I think she is still a 
bit raw back there but she’s 
working hard better.” 
Katherine is very new to 


_the position and needs to 


improve defensively with 
her footwork and release 
point but at the plate she 
brings a very lethal bat. In 
the top of the sixth inning of 
Saturday’s game, 
Wilmington was trailing 2-1. 
Alliy Gemellaro and Lauren 
McKenna were on base 
when Katherine smacked a 
sharp single to right field to 
score Gemellaro before her 
sister also came home on a 
wild throw giving 
Wilmington the lead. 

“She has a great bat and 
today’s hit was really nice,” 
said Cabral-Pini. “Before 
she got up to the plate I 
made a comment to her 
how’ she has ice water in 
her veins and she never has 
a change of emotion. I just 
told her to make some con- 
tact with the ball and not to 
be up there striking out and 
she-delivered a big hit.” 

Then in the bottom of that 
inning, Shawsheen started a 
rally and the first out was 
made when Kim Woods 
threw a perfect ball to the 
plate to Katherine, who 
beautifully blocked the 
plate and applied the tag to 
Shawsheen’s Kennedy 
Harper, preserving the lead 
for the ‘Cats at that time. 

“Oh that was awesome. 
That was a great throw 
from Kim,” said Katherine. 

While Katherine had the 
key hit at the time, Lauren 
also had a solid day. She 
was 0-for-2 at the plate but 
had a great at bat in the 
fourth inning to earn a 
walk, then reached on a 
fielder’s choice and scored 
on her sister’s hit. She has 
come a long way offensively 
- last year a long swing 
seemed to get the best of 
her but this year it’s much 
different. She’s making 
much better _ contact, 
including smacking a home 
run in an earlier game this 
season. 

“Lauren was the one who 


Close sisters sharing special moments 
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Sisters Lauren, left, and Katherine McKenna are a year apart, both TER athletes and 


both are having big impacts on the softball team thus far. 


was making a lot of contact 
and getting a lot of the hits 
during the pre-season and 
jamborees (so that’s why 
she bats clean-up for us),” 
said Cabral-Pini. «“She can 
put down a bunt and she 
can hit the ball as well like 
the legit home run she hit 
the other day. She’s also 
showing some emotion out 
on the field which is some- 
thing she really never. did 
before. She’s made two 
great defensive plays for us 
at* second base, one an 
unassisted double play in a 
game against Woburn.” 

Lauren’s defense on the 
soccer field was spectacular 
the last two years helping 
the Wildcats make deep 
runs in the state tourna- 
ment, including winning the 
Middlesex League Small 
School Championship this 
past fall. She was a captain 
on the team, a league all- 
star and such a fundamen- 
tally sound player, who 
along with several team- 
mates made up an incredi- 
ble defensive core that led 
the Wildcats to so many vic- 
tories over the last few 
years. She’s hoping that 
success will continue at the 
college level, where she'll 
have her hands full both 
with the books and on the 
soccer field. 

“Growing up I went to 
Cape Cod every weekend 
and I grew up near the 


Ocean and just love it,” she 
said on her decision to 
attend Maine Maritime. “I 
can get my small vessel 
license - I can drive tug 
boats and itll help me get 
jobs and stuff. It’s a dual 


major.” 
Before she will have her 
hands full in college, 


Lauren still has some unfin- 
ished business to attend to 
her at WHS, first as a mem- 
ber of the softball team and 
as the co-founding member 
along with Katherine to the 


‘Pink Flamingo’ fundrais- 
ing group. 

“Both of those kids started 
the ‘flocking program’ 


which is a Wilmington 
Softball fundraising pro- 
gram,” said Cabral-Pini. 
“They have helped the pro- 
gram raise some money. 
It’s a program where if you 
get a with ‘Pink Flamingos’ 
- will you kindly. make a 
donation to WHS Softball’ 
and every two days they go 
out and put out flamingos in 
someone’s yard and two 
days later they go back and 
do it all over again. 

“It’s more than just sports 
with these two girls. They 
both really didn’t play that 
much in basketball and I 
told them, — especially 
Lauren, that this is a 
chance for them to finish 
out the year off with a bang 
and both of them have real- 
ly been playing well. I just 


(photo by Bill Ryerson): 


love the two of them. They 
are both quality athletes 
but quality kids.” : 
Certainly the two of them 
will remember all of these 
days together, on the two 
athletic fields, starting 
fundraisers or the difficulty 
of sharing a car, but one 


- moment for Lauren does 


stick out more than the 
rest, that special night on 
the basketball court at the 
old Cushing Gymnasium. ' 
“I was crying,” said 
Lauren. “It was emotional 
moment and that’s _ one 


_ thing that I really like about 


Katherine is she is always 
there for me. We just have 
always played’ together and 
have been on the same 
teams, so this last year 
(with basketball and. soft- 
ball) is really special to me 
knowing | Katherine is here 
with me.” 

And they both know they'll 
always be there for. each " 


other for the rest of their 


lives whether on the soft- 
ball field or several states 


away. 


“It’s a little far but I’ iL def. 
initely take the drive to. go 
see Lauren (at college) it.a _ 
few times (next year),” said 
Katherine with a big-smile 
on her face. if 


Left, Hautes MeKeina wh souks a bunt during aatanicet S fate to Shawiheeh Tech ¢photo 


by Bill Ryerson); and above, Katherine McKenna applies a tag on a Woburn runner at a ‘play. - 
at the plate during the team’s opening game of the season. (photo by JoeBrownphotos. com). 
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Shawsheen Tech Sports Round-Up 


Rams Boys Lacrosse 
team improves to 9-0 


By MIKE IPPOLITO 

». - Sports Correspondent 
‘With a pair of dominating 
wins over CAC opponents 


this past week, the 
Shawsheen Tech Boys 
Lacrosse team further solid- 


ified their hold on the top 
spot on the Commonwealth 
Athletic Conference, i improv- 
ing to 8-0 in the league after 
outseoring CAC goes 
Minuteman and Northeast 
-by. a:‘combined score of 34-1. 

‘Unfortunately for the 
Rams, in addition to their 
‘blowouts of their league 
‘rivals, they also suffered a 
‘tough 16-9 defeat to local 
non-league rival Tewksbury 
last Wednesday, dropping 
their record to 8-3 overall 
and _0-3 in non-league games. 

‘While the Rams _ played 
very. well at times against 
‘the Redmen, trailing just 6-5 
-in. the third quarter before 
Tewksbury pulled away with 
‘five ‘straight goals to take 
“control of the game. it was 
simply not good enough to 
Knock off a talented team 
like Tewksbury. 

““We needed a complete “A” 
-game out of everyone on the 
-field: and we didn’t get it. 
-We played a good first half, 
‘then ‘about midway through 
*the*third we had the game 
seldsé at a 6-5 score,” 
“Shawsheen coach Chuck 
“Baker said. “At that point, 
“penalties killed us and we let 
up five straight Tewksbury 
“goals. The kids never gave 
“Up, > ‘which I was happy with. 
-We just had a huge let down 
-to put the game out of reach 
“against a very good team. I 
‘wish we could have kept it 
closer.” 

_-The Rams offensive attack 
was led by senior attack Tim 
Hunt of Wilmington who had 
‘two. goals and two assists 
‘while fellow Wilmington res- 
‘idents Ryan Capraro an d- 
‘Keenan Beraldi had two 
“goals apiece. 

. Joe Ferri also added a pair 
-of goals for the Rams while 
Alec Dellanno added a goal 
_and an assist. 

_ Baker knows that although 
his team played well at 
times, they will have to be 
‘better if they are going to 
‘start winning these non- 
league games. ‘ 

“It is early and it is tough 

‘to go from a league game 
-and then expect to step up to 
‘the plate against a solid 
team,” Baker said. “We 
played well. We will be fine, 
but for us to continue to play 
at the Division 2 tournament 
level is tough. We belong in 
the Division 3, where I think 
‘we would have had more 
‘suecess over the years.” 
- "Fhe Rams followed up the 
loss to Tewksbury with a 16- 
1 rout of Minuteman last 
Friday. Once again it was 
Hunt who led the way for 
‘Shawsheen with six goals 
‘and: two assists, while 
‘Capraro had four goals and 
‘six assists. 

On Monday afternoon 
against Northeast the Rams 
were even better, as they 
routed Northeast by a score 
of 18-0 with Scott Dennehy 
leading the way on offense 
with five goals and an assist. 
- Capraro and Ferri had two 
‘goals and two assists each, 
‘while Hunt had three goals 
‘anid: | an assist, and Jay 
‘Rassétti added a goal and 
four assists. Tom Avtgis had 
-a goal and three assists to 
‘help the Rams cause while 
‘Tom Stanton had a goal and 
‘an: assist. 

AS. ‘happy as Baker was 

with the win, he also knows 
‘that the competition in the 
‘CAC is not the best barome- 
ter of where his team stands 
‘as. ‘the state tournament 
‘approaches, 
‘ “Absolutely, it is hard to 
‘get a read on where we 
stand,” Baker said. “The 
games are long and boring. 
The only positive is that the 
‘younger guys get more play- 
‘ing time than just during the 
JV games.” 

‘The Rams will once again 
be tested in the coming 


~ weeks with some non-league 


games against Wayland and 
Bedford. Baker will be look- 


ing for his team to be at the 
top of their game against 
these non-league foes. 

“We will see. I schedule 
these games to measure 


where we are at.,” Baker 
said. “Thursday is our next 
test against Wayland. 


Again, an “A” game is need- 
ed by all.” 


SOFTBALL 
It was a big week for the 
Shawsheen Tech Softball 
team with a pair of key CAC 
victories sandwiched around 
a big non-league victory 


over Wilmington on 
Saturday. 
The 3-0 week for 


Shawsheen improved their 
record to 9-0 on the season, 
while they are a perfect 7-0 
in the CAC. 

The Lady Rams started 
their week with a thrilling 6- 
5 win over fellow CAC front 
runner Whittier last 
Wednesday in a home game 
that saw the momentum 
swing back and forth before 


- Shawsheen finally pulled out 


the victory with some clutch 
hitting and fielding in the 
late innings. 

“This was a huge win for 
us,” Shawsheen coach 
Maureen Buckley said. “I 
foresee Whittier being at the 
top of the league all year 
long so of we did not win this 
game it would put us in a 
position where we would 
have to rely on someone else 
to beat them for us to win 
the league.” 

After jumping out to a 4-1 
lead early in the game, the 
Lady Rams saw Whittier 
battle back to tie the game 
5-5 as they came to bat in 
the bottom of the sixth 
inning. | But Shawsheen 
came through when they 
needed to most, or more 
specifically Emily Knoops 
of Tewksbury came through 
with an RBI single to give 
the Lady Rams a 6-5 lead. 

“The momentum had gone 


back and forth for the last 


few innings and Whittier 


- had some real chances to 


take the lead, but our girls 
did not panic and they exe- 
cuted when they needed to,” 
Buckley said. “And then 
Emily came through with a 
big hit for us to give us the 
lead.” 

Despite holding the lead, 
the game still hung very 
much in the balance in the 
top of the seventh and when 
Whittier put runners at sec- 
ond and third with nobody 
out, it looked like they in 
good position to tie or even 
take the lead. 

But senior shortstop Ari 
Medieros of Tewksbury 
came up with a pair of huge 
plays, first snaring a hard 
ground ball and firing home 
for the first out of the 
inning, and then starting a 
perfectly executed 6-4-3 dou- 
ble play to end the game. 

The tremendous defensive 
plays capped a great day 
from Medeiros, who had 
blasted a long two run 
homer earlier in the game. 

“She had an excellent day 


all the way around,” Buckley . 


said. “She made a great 
play with runners on second 
and third and made a great 
throw home. Then she made 


a great pay to start the yee 


ble play.” 

Medeiros double play bart: 
ner, second baseman 
Danielle Cacciola. of 
Tewksbury also contributed 
to Shawsheen’s offensive 
cause, as she ripped a two 
run homer of her own in the 
first inning. 

“It was nice to see the 
power from them,” Buckley 
said. “We have been work- 
ing on hitting the ball and 
trying to hit line drives. 
Danielle hit a good shot to 
left and Ari hit a shot that 
went over 200 hit the top of 
the pole in center field. I 
have not seen that before.” 

Senior pitcher Emily 
Hamilton earned the com- 
plete game victory for the 
Lady Rams. 

Following their 4-3 thriller 
over Wilmington on 
Saturday, the Lady Rams 
came back on Monday to 


rout CAC rival Mystic Valley 
on the road by a score of 16- 
8. 

“They were actually a bit 
of a challenge for us,” 
Buckley said. “The score 
does not really reflect tough 
it was. They have a turf field 
that is very hard to get used 
to. We were having a little 
trouble when we were trying 
to bunt or slap because the 
ball would just die on the 
turf.” 

One player who had very 
little trouble hitting regard- 
less of the conditions was 
junior catcher Jamie Ray 
who was 4-for-4 on the day 
with two doubles, four RBI 
and three runs scored. 

Ray had been forced to 
leave the Wilmington game 
after the second inning with 
a pinched nerve in her hip, 
but she bounced back very 
well against Mystic Valley. 


“The trainer said she could . 


give it a shot so I put her at 
first base and she did a 
great job over there,” 
Buckley said. “And she did a 
great job hitting the ball as 
well obviously.” 

Also helping to pace the 
Lady Rams offensive attack 
were Kennedy Harper with 
three hits and three RBI 
along with Cacciola who had 
three RBI and freshman 
Lauren Barletta who added 
a pair of hits. 

Hamilton was once again 
outstanding on the mound 
for the Lady Rams, pitching 
a complete game while 
striking out seven in less 
than ideal conditions for a 
pitcher as Buckley explains. 

“It took her a while to set- 
tle in,” Buckley said. “The 
mound actually kept slip- 
ping out from under her 
which can be quite the chal- 
lenge. But she adjusted well 
and did a nice job.” 


BASEBALL 


The Shawsheen Tech 
Baseball team: picked up a 
big win this past week, rout- 
ing CAC rival North ‘Shore 
last Friday on the road by a 
score of 12-2 to improve their 
record to 4-5 overall and 3-3 
in the CAC as they approach 
the half way point of the sea- 
son. 

The Rams were led by an 
outstanding pitching per- 
formance by senior hurler 
Mike O’Hearn who tossed 
six innings and allowed only 
one earned run while strik- 
ing out six and allowing just 
four hits. 

Sophomore Tim Lavoie led 
the way for the Rams on 
offense, going 3-for-4 with a 
double, two RBI and a stolen 
base. Senior Pat Gallagher 
also provided some punch at 
the plate, going 4-for-5 with 
two RBI. 


CO-ED TENNIS 


The Shawsheen Co-Ed 
Tennis team continued their 
tremendous season this past 
week, improving to 5-0 on 
the season with a 7-0 victory 
over Fellowship. 

The Rams rolled to victory 
in nearly every match, as 
each one ended with 
Shawsheen winning by a 
comfortable margin. 

Alan Perez got things start- 
ed for the Rams with a 10-3 
win in first singles, followed 
by a 10-6 win for Charles 
Foster in second singles. 

Jake Russell and Mandy 
Fiorello each rolled to victo- 
ry in third and fourth sin- 
gles, respectively, with each 
winning their matches by a 
score of 10-4. 

The Rams were even more 
dominant in the doubles 
matches, with Domenic 
Monteclavo and Jack Linsey 
getting things started with a 
10-1 victory in first singles. 
The second doubles duo of 
Jimmhy Gautreau and Max 
Fielding rolled to a 10-0 vic- 
tory, while the third doubles 
combination of ‘Alyssa Post 
and Katie Papsedero earned 
a 10-1 victory. 


Members of the Shawsheen Tech Boys Lacrosse team who reside in Tewksbury include: front 
row from left, JonTower, Brandon Fernandes and Ryan Capraro; Back row from left: Josh 


Cho, Jackson Stone amd Blake Schumaker. 
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Rams Softball team prevails 
over Wildcats in last at-bat 


By JAMIE POTE 
Sports Editor | 
BILLERICA - A day after 
Wilmington was blanked and 
no-hit by Wakefield, the No. 
21 ranked team in all of 
Eastern Mass., they had the 
daunting task of taking on 
the undefeated Shawsheen 
Rams, the No. 25 ranked 
team in the same poll, which 
was coming off a dramatic 
victory over league rival 

Whittier Tech. 

On Saturday afternoon, the 
Rams and Wildcats met for 
a non-league softball game 
at the Cook Street Field in 
Billerica, and amidst contro- 
versial calls, an assistant 
coach getting the boot, this 
game saw several outstand- 
ing plays and hits, as well as 
a walk-off sacrifice fly off 
the bat of Shawsheen’s 
Kennedy Harper’ which 
scored Mariah Wentzell with 
one out in the bottom of the 
seventh to help the Rams 
overcome a last inning 
deficit to score two runs in 
their last at bat and come 
away with the 4-3 victory. 

Shawsheen improved to 8-0 
on the season and 
Wilmington fell to 4-3, and 
now have a two game losing 
streak after winning four in 
a row. 


Shawsheen led 1-0 until the’ 


top of the sixth inning when 
the Wildcats scored three 
runs on two hits but were 
helped out by four defensive 
errors. The Rams scored one 


run in the home half of the - 


sixth cutting it to 3-2, and 
then in the bottom of the 
seventh, the Rams scored 
two runs on a controversial 
hitsbatsman, an infield sin- 
gle, a stolen base, a passed 
ball and the sacrifice fly by 
Harper. 

“I’m much happier the way 
we battled back,” said 
Shawsheen head coach 


Maureen Buckley.”The girls : 


kept their heads in the game, 
they made the next plays 
(after the tough inning) and 
we got our hits. We hit the 
ball hard all day today but 
we hit it right at them sever- 
al times and in order to win 
you have to be lucky. Today 
we got the bounces and there 
were a lot of close calls for 
the umpires and I think they 
did a pretty good job of stay- 
ing on top of things.” 

The home plate umpire 
seemed to have been a big- 
ger story than the actual 
game. In the sixth inning he 
ruled a pop up that went off 
the right fielder’s: glove as 
an infield fly, and then in the 
bottom of the seventh, he 
asked Wentzell if the pitch 
hit her, and she naturally 
said yes and then proceeded 
to walk to first base and 
score. the game tying run 
before Harper’s heroics. 

Wilmington head coach 
Audrey Cabral-Pini had no 
comments about the calls 
after the game, but it was 
obvious throughout ~ the 
game how unhappy she was 


with several of the calls, 
including one of her assis- 
tant coaches being asked to 
leave the bench. That being 
said, she said that despite 
the early troubles with the 
bats, her team competed 
very well win this game. 

“We didn’t hit early on and 
it became nine straight 
innings over two games 
where we didn’t have a sin- 
gle hit,” she said. “We still 
have to work on out softball 
1Q, but at the same time, our 
lower part of the batting 
order has to come through 
for us. But you know what, 
the bottom line is, I know 
this is a cliché, but these 
kids are just great, great 
kids. Everyday, they come 
and work hard and there are 
days they want to stay 
longer at practices to work 
on things and it didn’t mat- 
ter if we are 0-1, 4-2 or 4-3, 
tomorrow they will say the 
same things.” 

Shawsheen’s offense got 
going early on as Jamie Ray 
singled in Arianna Medeiros 
with one out in the bottom of 
the first. The score stayed 
the same until the sixth as 
Shawsheen pitcher Meghan 
Walsh gave up two harmless 
walks before giving up her 
first hit of the game to 
Jackie Kennedy on a bunt 
single with two outs in the 
top of the fifth. Then the fol- 
lowing inning, Wilmington 
struck for three runs on hits 
from Alliy Gemelarro and 
Katherine McKenna, mixed 
in with four defensive errors 
in a wild, long crazy half 
inning, that included the 
controversial infield fly call. 

Shawsheen got another 
rally going in the bottom of 
the sixth as Harper led off 
with a single and she stole 
second. Mikayla Porcaro 
then reached first on an 
error, but on the play 
Wilmington’s right fielder 
Kim Woods made a perfect 
throw home and Katherine 
McKenna beautifully 
blocked home plate and 
applied the tag on Harper 
for a huge. But the next bat- 
ter, Stephani Champoux dou- 
bled to. the left center gap 
easily scoring Porcaro and 
cutting the lead down to a 
run. 

Wilmington went in order 
in the top of the seventh 
before Shawsheen won the 
game in their last at bat on 
the Wentzell hit by pitch, the 
infield single by Medeiros, a 
stole base, passed ball and 
sacrifice fly. 

All in all Medeiros and 
Harper had two hits each as 
part of the seven hit attack 
for Shawsheen who kept 
their unbeaten streak alive. 

“IT .am_ surprised,” said 
Buckley. “We have played a 
couple of games against 
league opponents who have 
been struggling so we took 
advantage of that and the 
girls were able to gain some 
confidence. But it’s games 
like this, it’s game against 


‘come 


Bishop Fenwick 
Whittier tech that make us 
better. We need to execute 
under the pressure - we need 
to fall behind and be able to 
back and _ battle 
because that’s what we ‘are 
going to see in the state tour- 
nament. We’re going to see 
strong teams that have 
pitching, hitting and can 
play defense anda game like 
this one today is only a plus 
for us, whether we win or 
lose. Obviously I’m _ very 
happy that we came out with 
the win but the way the girls 
battled is really key for me.” 

Walsh got the win on the 
mound, giving up three 
unearned runs on just three 
hits while walking two and 
striking out six. 

“Meghan is as capable of 
Emily (Hamilton, the team’s 
other pitcher ),” said 
Buckley. “I thought this 
would be a good match-up 
for Meghan today. She has 
had a little control issues 
lately with her location but 
she was throwing the ball 
much better today. Now that 
the weather is getting better, 
I think it’s only going to help 
the pitchers. 

“Having two pitchers is an 
advantage that most teams 
don’t have. If we have one 
girl who is not hot one day J 
can bring in the other. They 
are both capable of playing 
in the field so I can also use 
them in that way. I thought 
Meghan did a very good job 
today. Wilmington is a very 
good hitting team and you 
need the pitching. You need 
to be sharp both on the 
mound and expect to play 
good defense when you face 
a team like we did today.” 

Earlier last week, 
Wilmington had a dramatic 
come from behind 6-5 win 
over Melrose. Melrose had a © 
5-3 lead in the sixth inning 
and had runners at first and 
second and were trying to 
add more runs but Wildcat 
center fielder Jackie 
Kennedy made a great catch 
to take away an extra base 
hit and give her teammates 
some much needed injec- 
tion. That helped as 
Wilmington scored three 
runs, all with two outs which 
was enough to earn the win. 
Cassie Grasso started the 
two-out rally with a walk, 
reaching base for the third 
time. Kim Woods singled, 
and then Gemellaro doubled 
to score both runs and tie 
the game up at 5-5 then she 
scored minutes later on a 
passed ball. 

Besides. Kennedy, first 
baseman Sara Ennis also 
made a nice defensive play. 

Wilmington has dedicated 
this season in the memory of 
Officer Sean Collier. They 
wore decals on their helmets 
for the victims of the Boston 
Marathon and black arm 
bands for the WHS graduate, 
who passed away in the 
Boston Bombings. 


and ° 


TOWN OF 
WILMINGTON 


ANNUAL TOWN 
MEETING 
SATURDAY, 
MAY 4, 2013 
10:30 A.M. 
MIDDLE SCHOOL 
' AUDITORIUM 
Carter Lane 


05560686 —_4/17,24,5/1/13 


TOWN OF 
~ WILMINGTON 
CONSERVATION 
COMMISSION 


PUBLIC MEETING 


Notice is. hereby given 
thata Public Meeting will 
be held in Town Hall, 
Auditorium, 121 Glen 
Road, Wilmington, MA 
01887, on Wednesday, 
May’ 8, 2013 at 7:20 
p.m, in compliance with 
provisions of M.G.L. 
Chap. 131, Section 40, 
and’310 C.M.R. 10.00 
on: a Request for a De- 
termination of BE 
ity, filed by Paul Danieli, 
1% Fletcher Lane, Wi- 
mington, MA 01887, 
Owner and applicant. 
This filing is for an 
aboveground pool and 
removal of 2 trees. This 
work is within the 100’ 
Buffer Zone to Bordering 
Vegetated Wetlands as 
designated by the MA 
Wetlands Protection Act, 
M.G.L. Chapter 131, 
Sect. 40 and 310 CMR 
10.00. This: property is 
shown. on Assessor's 
Map 72 Parcel 105, 11 
Fletcher Lane, Wilming- 
ton, MA 01887. A copy 
of_the plan is on file at 
the Planning & Conser- 
vation Oecd 
Room 6, ilmington 
Town Hall, and may be 
inspected between the 
hours of 8:30 a.m. and 
4:30 p.m., Monday 
through Friday. 
Donald Pearson, Chair 
Conservation 
Commission 


05560790 5/1/13 


COMMONWEALTH OF 
MASSACHUSETTS 


THE TRIAL COURT 
MIDDLESEX 
PROBATE AND 
FAMILY COURT 
MIDDLESEX DIVISION 
208 CAMBRIDGE 


STREET 
EAST CAMBRIDGE, 
MA 02141 
(617) 768-5800 
INFORMAL PROBATE 


PUBLICATION 
NOTICE 


Docket No. 
MI13P1589EA 


Estate of: 
Terence F. Morrissey 
Also Know As 
Terry Morrissey 
Date of Death: 
2/8/2013 


To all persons interested 
in.the above captioned 
estate, by Petition of Pe- 
titioner Linda L. Neeley 
of Alton Bay, NH. 

Linda L. Neeley of 
Alton Bay, NH has been 
informally appointed as 
the Personal Represen- 
tative of the estate to 
serve without surety on 
the bond. 

. The estate is being ad- 
ministered under infor- 
mal procedure by the 
Personal Representative 
under the Massachu- 
setts Uniform. Probate 
Code without supervi- 
sion by the Court. Inven- 
tory and accounts are 
not required to be filed 
with the Court, but inter- 
ested parties are entitled 
to notice regarding the 
administration from the 
Personal Representative 
and can petition the 
Court in any mater relat- 
ing to the estate, includ- 
ing distribution of assets 
and expenses of admin- 
istration. Interested par- 
ties are entitled to peti- 
tion’the Court to institute 
formal proceedings and 
to obtain otders termi- 
nating or restricting the 
powers of Personal Rep- 
resentatives appointed 
under informal proce- 
dure. A ye of the Peti- 
tion-and Will, if any, can 
e obtained from the Pe- 
itioner. 


05560786 5/113 


TOWN OF 
WILMINGTON 


PLANNING BOARD 


NOTICE OF 

PUBLIC HEARING 

The Planning Board 
will hold ‘a Public Hear- 
ing on May 7, 2013 at 
8:45 p.m. in Room 9 of 
the Town Hall, 121 Glen 
Road, Wilmington, MA 
for a Stormwater Man- 
agement Permit_#13-6 
and Site Plan Review 
#13-2, plan entitled, 
"Site Plan for Tecomet, 
115 Eames Street, Wil- 
mington, MA"; dated 
April 11, 2013 submitted 
April 11, 2013, prepared 
by Professional Fok 
neer: Matthew A. Leid- 
ner, Civil vies ay Group, 
LLC, 21 High Street, 
Suite 305B, North And- 
over, MA 01845. Said 
property is located at 
115 Eames Street, Wil- 
mington, MA 01887 and 
shown on Assessor’s 
Map 47 Parcel 10. The 
purpose of the project is 
to construct a 22,714 
sq.ft. addition. 

A copy of the plan is 
on file at the Planning & 
Conservation Depart- 
ment and may be in- 
race during the hours 
of 8:30 a.m. and 4:30 

dul Monday through 

riday. 


ay 
Any person interested, 
or wishing to be heard 
on the proposed plan, 
should appear at the 
sling and place designat- 
ed. 


Michael Sorrentino, 


hair 
05560740 5/1/13 


TOWN OF 
WILMINGTON 
CONSERVATION 
COMMISSION 


PUBLIC MEETING 


Notice_is hereby given 
that a Public Meeting will 
be held in the Town Hall 
Auditorium, 121 Glen 
Road, Wilmington, MA 
01887, on Wednesday, 
May 8, 2013 at 7:20 
p.m., in compliance with 
tovisions of M.G.L. 
hap. 131, Section 40, 
and 310 C.M.R. 10.00 
on a Request for a De- 
termination of Applicabil- 
ity, filed by Gaetano 
D’Anna, 12 Stonehedge 
Drive, Wilmington, MA 
01887, owner and appli- 
cant. This filing is for re- 
moving a deck and 
building: a larger deck. 
This work is within the 
100’ Buffer Zone to Bor- 
dering Vegetated Wet- 
lands as designated by 
the MA Wetlands Pro- 
tection Act, M.G.L. 
Chapter 131, Sect. 4 
and 310 CMR 10.00. 
This property is shown 
on Assessor's Map 107 
Parcel 7, 12 Stonehedge 
Drive, Wilmington, MA, 
01887. A copy of the 
plan is on file at the 
Planning & Conservation 
Department, Room 6, 
Wilmington Town Hall, 
and may be inspected 
between the hours of 
8:30 a.m. and 4:30 p.m., 
Monday through Friday. 
Donald Pearson, Chair 
Conservation 
Commission 


05560789 5/1/13 


TOWN OF 
TEWKSBURY 


DEPARTMENT OF 
PUBLIC WORKS 


In accordance with the 
Massachusetts Shade 
Tree Act (MGL Chapter 
87, S.3 as amended) the 
Department of Public 
Works will hold a public 
hearing on Thursday, 
May 2, 2013, at 10:00 
a.m. for objections, if 
any, to the removal of 
(5) Public Shade Trees. 
The location of the Pub- 
lic Hearing will be at the 
Department of Public 
Works Building located 
at 999 Whipple Road, 
Tewksbury. 

The tree(s) paced for 
removal are located at 
800-810 East Street. 

William Chandler, 
Tewksbury Tree Warden 
05560744 4/25,5/2/13 


TOWN GRIER - WEDNESDAY, MAY 1, 2013 


-Public Notices 

Every day throughout the United States newspa- 
pers publish thousands of public notices about 
events, conditions or actions that affect countless 
individuals, families, neighborhoods and _busi- 
nesses. Public notices cover many topics includ- 
ing guardianships, conservatorships and protec- 
tive orders, probating wills, business matters, 
liquor licensing, public auctions and sales, 
estates, zoning, public meetings, bids to sell 
goods and services to the government, auctions 
to dispose of surplus government equipment, 
local government finances and state and local 
elections. The public notice is a fundamental com- 
ponent of our system of representative democra- 
cy, which depends upon the participation of edu- 
cated, responsible citizens. 


COMMONWEALTH OF 
MASSACHUSETTS 


THE TRIAL COURT 
MIDDLESEX 
PROBATE AND 
FAMILY COURT 


_ MIDDLESEX DIVISION 


208 CAMBRIDGE 
STREET 
EAST CAMBRIDGE, 
MA 02141 
(617) 768-5800 
INFORMAL PROBATE 


PUBLICATION 
NOTICE 


Docket No. 
MI13P1523EA 


Estate of: 


Nancy Jane Robinson 


Date of Death: 
September 27, 2012 


To all persons interest- 
ed in the above cap- 
tioned estate, by Petition 
of Maura D Caporale of 
Reading MA a Will has 
been admitted to infor- 
mal probate. Maura D 
Caporale of Reading 
MA has been informally 
appointed as the Per- 
sonal Representative of 
the estate to serve with- 
out surety on the bond. 
The estate is being ad- 
ministered under infor- 
mal procedure by the 
Personal Representative 
under, the Massachu- 
setts Uniform Probate 
Code without supervi 
sion.by the Court. Inven- 
tory and accounts are 
not required to be filed 
with the Court, but inter- 
ested parties are entitled 
to notice regarding the 
administration from the 
Personal Representative 
and can petition the 
Court in any mater relat- 
ing to the estate, includ- 
ing distribution of assets 
and expenses of admin- 
istration. Interested par- 
ties are entitled to peti- 
tion the Court to institute 
formal proceedings and 
to obtain orders termi 
nating or restricting the 
powers of Personal Rep- 
resentatives appointed 
under informal proce- 
dure. A copy of the Peti- 
tion and Will, if any, can 
be obtained from the Pe- 
titioner. 


05560777 5/1/13 


THE 
COMMONWEALTH 
OF MASSACHUSETTS 


LAND COURT 
DEPARTMENT OF 
THE TRIAL COURT 


CASE NO. 
12 MISC. 472347 
ORDER OF NOTICE 


To: 
Sheila M. Nicholas 
and to all persons enti- 
tled to the benefit of the 
Servicemembers Civil 
Relief Act, 50 U.S.C. 
.§ 501 et hs 

dantcom “Federal 
Credit Union 
claiming to have an in- 
terest in a Mortgage cov- 
ering real property in 
Wilmington, numbered 6 
Kendall Street,, given by 
Sheila M. Nicholas to 
hanscom_ Federal 
Credit Union, dated 
March 26, 2010 and re- 
corded or filed at Mid- 
pe erat ah Biel 
ern District) Regist 
of Deeds, Bok B45, 
Page 40, has filed with 
this court a complaint for 
determination of Defend- 
ants’ Servicemembers 
Status. 

If you now are, or re- 


cently have been, in the . 


active military service of 
the United States of 
America, then you may 
be entitled to the bene- 
fits of the Servicemem- 
bers Civil Relief Act. If 
you object to a foreclo- 
sure of the above-men- 
tioned property on that 
basis , then you or your 
attorney must file a writ- 
ten appearance and an- 
swer in this court at 
Three Pemberton 
Square, Boston, MA 
02108 on or before June 
3, 2013 or you will be 
forever barred from 
claiming that you are en- 
titled to the benefits of 
said Act. 


Witness, 

KARYN F. SCHEIER 
Chief Justice of this 
Court on April 16, 2013. 


Attest: 

Deborah J. Patterson 
Recorder 

05560772 5A/I3 


COMMONWEALTH OF 
MASSACHUSETTS 


THE TRIAL COURT 
PROBATE AND 
FAMILY COURT 
MIDDLESEX 
208 Comicge Street 
Cambridge MA 02141 


Docket No. 
Ml13D1433DR 


DIVORCE 
SUMMONS 
BY PUBLICATION 
AND MAILING 


DONNA M KILDUFF 
vs. 
GUO H ZHANG 


To the Defendant: 
The Plaintiff has filed a 
Complaint for Divorce 
requesting that the Court 
grant a divorce for Irre- 
trievable Breakdown of 
the marriage 1B. 

The Complaint is on 
file at the Court. 


An Automatic Restrain- - 


ing order has been en- 
tered in this matter pre- 
venting you from taking 
any action which would 
negatively impact the 
current financial status 
of either party. 
Supplemental Probate 
Court Rule 411. 

You are hereby sum- 
moned and required to 
serve upon: Heather J 
Smethurst’ Esq., Attor- 
ney at Law, 491 Maple 
Street, Suite 204, Dan- 
vers, MA 01923 your an- 
swer, if any, on or before 
05/30/2013. If you fail to 
do so, the court will pro- 
ceed to the hearing and 
adjudication of this ac- 
tion. You are also re- 
quired to file a copy of 

our answer if any, in 
he office of the Register 
of this court. 

Witness, Peter C. 
DiGangi, Esquire, First 
Justice of said Court. 


date: 
April 18, 2013. 

Tara E. DeCristofaro 
05560767 5/113 


COMMONWEALTH OF 
MASSACHUSETTS 


THE TRIAL COURT 
MIDDLESEX 
« PROBATE AND 
FAMILY COURT 
MIDDLESEX DIVISION 
208 CAMBRIDGE 


STREET 
EAST CAMBRIDGE, 
MA 02141 
(617) 768-5800 
INFORMAL PROBATE 


PUBLICATION 
NOTICE 


Docket No. 
MI13P1191EA 


Estate of: 
Charles L.O’Connor, Jr 
Date of Death: 
February 7, 2012 


To all persons interest- 
ed in the above cap- 
tioned estate, by Petition 
ofPetitioner — 

Alfred T. O’Connor of 
Wilmington, Ma. 
Alfred T. O’Connor of 
Wilmington, Ma has 
been in’ formally appoint- 
ed as the Personal Rep- 
resentative of the estate 
to serve without surety 
on the bond. 

The estate is being 
administered under in- 
formal procedure by the 
Personal Representative 
under the Massachu- 
setts Uniform Probate 
Code without supervi- 
sion by the Court. Inven- 
tory and accounts are 
nof required to be filed 
with the Court, but inter- 
ested parties are entitled 


to notice regarding the © 


administration from the 
Personal Representative 
and can petition the 
Court in any mater relat- 
ing to the estate, includ- 
ing distribution of assets 
and expenses of admin- 
istration. Interested par- 
ties are entitled to peti- 
tion the Court to institute 
formal proceedings and 


to obtain orders termi- - 


nating or restricting the 
powers of Personal Rep- 
resentatives appointed 
under informal proce- 
dure. A copy of the Peti- 


HOME NEWS HERE.COM,, 


Hulme continues torrid 
offensive pace at Wentworth. 


By MIKE STOLLER 
Sports Corréspondent 

Tewksbury’s Joe Hulme, a 
sophomore at the 
Wentworth Institute of 
Technology, went 3-for-5 
with two RBIs and three 
runs scored, as the baseball 
Leopards took the first 
game of a doubleheader, 16- 
1, over Gordon College in 
Commonwealth Coast 
Conference action. Hulme 
also went 1-for-2 with an 
RBI in the nightcap, which 
the Leopards also won, 2-1, 
improving their record to 
14-13 overall and 4-10 in the 
CGE. : 

Robbie Wallace, of 
Tewksbury, who plays 
catcher for Colby-Sawyer 
College, went 2-for-2 with an 
RBI and a run scored to 
help lead the host Chargers 
to a 6-0 win over Lyndon 
State College in the first 
game of a doubleheader. 
Wallace also stole a base 
and drew a walk. The 
Chargers also won the sec- 
ond game, 6-2, to improve 
their record to 15-15 overall 
and 10-8 in the North 
Atlantic Conference. 

UMass Lowell senior base- 
ball standout Pat Devlin, of 
Tewksbury, had a hit and 
scored a run in the River 
Hawks 13-2 win over visiting 
Merrimack College in the 
first game of a doublehead- 
er. Devlin also had a hit and 
tallied a run in the second 
game, though UMass Lowell 
dropped a 7-4 decision in 
that tilt. And later in the 
week, Devlin continued to 
shine, going 1-for-2 with 
three runs scored and three 
walks as the host River 
Hawks defeated Dominican 
College NY, 9-1, improving 
their season ledger to 26-16 
overall. UMass Lowell cur- 
rently stands at 7-7 in the 
NE-10 Conference. 
Merrimack also stands at 7- 
7 in the conference, while 
posting a 21-15 record over- 


Taylor 
Hanley, a sophomore at 
Worcester State University, 
went 2-for-3 with an RBI 
and two runs scored as the 
softball Lancers defeated 
host Fitchburg State in the 
first game of a doublehead- 
er, 7-0, before taking the 
night cap as well, 5-3. With 
the sweep, WSU improved 
to 17-13 overall and 7-4 in 
the MASCAC. 

Junior Allie Frazier, of 
Tewksbury, went 2-for-3 


with three RBIs and a run 
scored to help lead the 
University of New England 
softball team to a 6-2 win 
over host Nichols College in 
the first game of a double- 
header. The Nor’easters 
also won the second game, 
7-2, improving their record 
to 21-14-1 overall and 12-6 in 
the Commonwealth Coast 
Conference. The series com- 
pleted conference play for 
UNE. 

The Nor’easters went 7-1 
down the stretch and were 
scheduled to enter the CCC 
championship tourney this 
week as the No. 4 seed in 
the double elimination 
rounds. The win in the open- 
ing game of the doublehead- 
er gave the Nor’easters 
their seventh consecutive 
season with at least 20 vic- 
tories. 

Later in the week, Frazier 
continued her impressive 
play, going 1-for-2 with a 
run scored as the visiting 
Nor’easters defeated 
Bowdoin College, 6-4, in the 
first game of a doublehead- 
er. After a loss in the second 


game, the Nor’easters stand 
at 22-15-1 overall. 

Frazier was also named an 
honorable mention on the 
all-Commonwealth Coast 
Conference team. The 
standout left fielder leads 
the Nor’easters in runs 
scored with 26 and in stolen 
bases with 12. Frazier also 
ranks tied for third on the 
squad in RBIs with 16, and 
she is tied for sixth in steals 
in conference play. 

Sophomore Ally Greene, of 
Tewksbury, went 1-for-3 
with a run scored as the 
UMass Lowell softball team 
extended its winning streak 
to 10 games with a 7-0 win 
over host Bentley 
University in the first game 
of a doubleheader in 
Waltham. Greene delivered 
a double in the first inning, 
and she eventually scored 
on sophomore Ariana 
Darcy’s sacrifice fly to cen- 
ter for the first run of the 
game. 

Greene also went 2-for-5 
with two stolen bases in the 
second game, which ended 
in a 4-4 tied and was called 
due of darkness.. 

The River Hawks stand at 
25-18-1 overall and a stun- 
ning14-3-1 in the NE-10 con- 
ference. Bentley dropped to 
13-25-1 and 4-12-1 in confer- 
ence play. 

The Salem State 
University softball team, 
coached by Wilmington’s 
Leanne Doviak, broke a 
four-game skid with a solid 
6-2 win over host UMass 
Boston in the first game of a 
doubleheader. The Vikings 
lost the second game, 4-0, as 
their record now stands at 
19-13 overall and 7-5 in the 
MASCAC. This _ spring, 
Salem State boasts a strong 
7-1 record on the road, while 


BRENDAN MURPHY 


. playing to a 7-7 ledger at 


home and a 5-5 mark at neu- 
tral sites. The Vikings 
longest winning streak this 


season was 12 games which. 


covered two weeks of the 


schedule from April 4-18. 
Switching gears to 
lacrosse, Wilmington’s 


Brendan Murphy, a sopho- 
more midfielder had two 
goals and a caused turnover 
to help lead the Bentley 
University men’s lacrosse 
team to a thrilling 9-8 win 
over Franklin-Pierce in 
Northeast-10 action. With 
the victory, the Falcons 
improved to 3-7 overall and 
3-6 and NE-10 play. For 
Franklin Pierce (4-7, 3-6 
NE-10), freshman Dylan 
Leone, of Tewksbury, 
scooped up two groundballs 
and had a caused turnover. 
Merrimack College junior 
defender Steve Souza, of 
Wilmington, picked up a 
pair of groundballs, though 
the No. 3 Warriors were 
handed their second loss of 
the campaign, 11-10, in a 
road tilt against No. 4 
Adelphi. The loss halted 
Merrimack’s _ nine-game 
winning streak, as_ the 
Warriors fell to 9-2 overall 
and 8-1 in the NE-10. 
Adelphi improved to 11-1 
and 9-1 in conference play. 
Tewksbury’s Keegan 
Callahan, a sophomore at 
Clark University, had one 
assist and two groundballs, 
but the visiting Cougars fell 
to Springfield College, 10-7, 
dropping to 7-5 overall and 
2-2 in the Pilgrim League. 

Wilmington’s Peter 
Leighton, a sophomore 
attack for the Regis College 
men’s lacrosse team, had 


an assist, three groundballs, 


and a caused turnover, but 
the Pride fell to 
Massachusetts Maritime 


Academy, 11-7. Regis fell to 
4-11 overall and 0-6 in the 
Pilgrim League. ; 

Junior midfielder Zack 
Rosa, of Wilmington, 


MICHELLE TULLY * “ 


<y { 


_ totaled four groundballs and 


a pair of caused turnovers, 
though the Assumption 
College men’s lacrosse 
team dropped a 10-5 deci- 
sion to the College of Saint 
Rose in NE-10 Conference 
play. With the loss,. the 
Hounds fell to 3-9 overall 
and 3-7 in the conference. 
Saint Rose, meanwhile, 
upped its ledger to 4-10 an 
4-6 in the NE-10. Wis 
Sophomore Michelle Tully, 
of Tewksbury, scored' two 
goals, tallied two assists, an 
scooped a pair of ground- 
balls as the Worcester State 


University. women’s 
lacrosse team defeated 
Massachusetts Maritime 


Academy, 17-2. With® the 
win, the Lancers improved 
to 9-4 overall and 2-2 in ‘the 
MASCAC. ita 
On the track, at the Néw 
England Alliance Cup, 
locals competing included 
Worcester State’s Courtney 
Spinelli, Jon Parrella, and 
Kevin Maciel. Spinelli 
placed ninth in the javelin 
throw with a toss of 106 feet, - 
7 inches. Parrella finished 
fourth in the 400 hurdles, 
crossing in 55.65 seconds, 
‘arid Maciel placed sixth ‘in 
the 400 hurdles at 56.97 sec- 
onds. ' aed 
A handful of locals took 
part in various road races 
over the week. Locals, par- 
ticipating in the MEA 5K in 
Malden included 
Tewksbury’s Patrick 
Maguire (25:06); Troy 
Lemay (44:07; and Bonnie 
Page (44:08). The Cassidy 
5K Run in Salisbury includ- 
ed  Tewksbury’s’ Rita 
LaBella (30:59.7); Suzanna 
Dozier (56:10.4); Jennifer 
Gentry (56:14.9); Peg Foxon’ 
(56:30.9);. and Kristen 
McPhail (57:00.2). At the 
Common Man’s Marathon, 
2.62 miles in Boston, 
Wilmington’s Justine Kelley 
finished in a time of 32.34. ’ 
Then on Sunday, the 20th 
annual Cool Kids 5K race in 
Billerica included 
Wilmington residents 
Jaclyn Smith (32nd, 29:23.3) 
and Peter Lanzi (120th, 
32:35.0) and Tewksbury-resi- 
dents James Burns (85th, 
29:10.5), Kelly Baker (89th, 
29:40.7), Laura Webb (116th, 
32:28.7) and Jennifer Estepe 
(122nd, 33:30.8). ee 
At the Groton Race, ‘Judi 


Spengler of Tewksbur 
(27:52) and  Elizabet! 
Morgan of ' Wilmington 


(28:48) completed the; 5K 
race, and Tewksbury -resi- 
dents Kristy Bouchie (54:44) 
and Heidi Mello (1:02705) 
completed the 10K race.: ‘! 
At the James Joyce 
Ramble US Masters: 10K 
Championships held * ‘ih 
Dedham, longtime Town 
Crier featured runner, Ken 


Warren finished 76nd over-— 


all out of nearly 2,000, Fun- 
ners. The Wilmington 
native crossed the finish 
line at 41:06. Other loeals 


included Wilmington’s 
David O’Mahony (491st, 
52:11) and Jessica 


Stryhalaleck (1,071st, 58:08) 
and Tewksbury’s Doreen 
Cronin (1,039th, 57:41). :“* 

Finally at the Andaver- 
ABC House 5K, Tewksbury 
resident Andrea Caso .fin- 
ished 72nd with a time .of- 


29:08. ‘a 
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New website launched 


for local s 


: The website launched this 
past week but there will be 
tweaks along the way, most 
of them I hope are fixed by 
the time you read this col- 
umin or are changed by early 
next week. The website will 
feature all of the stories that 
I-write for the Town Crier 
from here on out, as well as 
posts and blogs from games 
that I attend. 

-I-lso have a segment 
called “The PoteReport” 
valiieh will feature a lot more 
in th writing. Down the 
roa I will also have videos 
frorn interviews and game 
highlights as well. 

Also on the new website, I 
have links to my own Twitter 
account, as well as the Town 
‘Crier Facebook page which I 
‘Started and operate, as well 
‘8° pictures, upcoming 
‘gaines section, links to a ton 
‘of ‘other local sites that will 
‘ke@p you abroad of high 


sehool and youth happenings 


‘there in the two towns. There 
‘is also information about the 
entire Town Crier sports 
staffi on the new website and 
«contact information to reach 
any of us with feedback, 
questions, comments or to 
send us a story idea or a 
youth sports item. 

» first want to say that I’m 
wery excited about this web- 
site, and think it will really 
thelp the athletic teams and 
sathletes get some more 
recognition, while I also 
really want to keep my read- 
ers updated as much as pos- 
sible with the happenings of 
Wilmington and Tewksbury 
Sports whether it’s at the 
‘adult, college, high school or 
youth level. 

- Secondly, I just really want 
‘to take this moment to thank 
. ‘everyone at 
““Growsocially.com” from my 
good buddy John Foley to his 
‘wonderful staff, mostly 
Kelly O’Halloran, Pam 
‘Morrissey and old Town 
Crier intern Kerri Stinson 
for, all of their help, time, 
dedication, ideas and sug- 
gestions as well as design 
“and. professionalism 
throughout the last. six 
“weeks. 

’ So: again the website is 
“ealled “Jamiepote.com” and 
‘the ‘indepth writing website 
As called 
“Thepotereport.com” and 
yhope you like it, follow it, 
share it and give feedback. 


fe 2 Tuesday night's 
.«t. Election 

« T.would like to congratulate 
both Lou Cimaglia and Mike 
Newhouse for their victories 
on, Tuesday night. I’m so 
glad the Town of Wilmington 
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had two dedicated people 
doing terrific jobs back at 
the helm. At the same time, 
Kevin MacDonald once 
again was defeated badly, 
losing again by a 5-to-1 mar- 
gin: Hopefully this will put 
his political career to an 
end. 

Don’t get me wrong, some- 
times and I stress some- 
times, MacDonald brings up 
decent points but the prob- 
lem is he can never leave it 
alone and goes to extreme 
measures to just bash out 
the leaders and wastes so 
much time instead of actual- 
ly being productive. The 
other thing he doesn’t get, or 
actually I don’t get, is he 
always publicly states or is 
quoted saying that Cimaglia 
and Newhouse are selfish, 
among other things. Every 
issue that comes up, politi- 
cal or not, MacDonald puts 
in his own comments to 
totally turn around that 
issue -- like he publicly did 
after WHS Freshman 
Jackson Gillis struck out 15 


batters in his varsity debut - . 


- into Ms own personal agen- 
da _bash the two 
BSalseines. 

So I ask, really, who is the 
selfish one here? 

So here’s hoping the non- 
sense from MacDonald stops 
and his political career here 
in Wilmington is over. I 
heard Dracut has a few 
openings for their select- 
men’s race - or wait was it 
Stoneham? Either way, 
please Mr. MacDonald go 
waste their time. You cer- 
tainly wasted the people of 
Wilmington’s time, over and 
over and over and over 
again. Five out of six people 
every year tell you the same 
thing. 


Random Thoughts 


How come everyone is 
jumping off the Bruins band- 
wagon? I don’t understand 
it. They have struggled down 
the stretch but that’s hockey 


and that’s — professional 
sports. Teams struggle at 
times. It happens. The 


Bruins will regroup and 
make a strong playoff push. 
They probably won’t make it 
out of the Eastern 
Conference but I still think 
they are good enough for a 
long run. Milan Lucic has 
been awful this season and if 
he can provide anything in 
the post-season, the team 
will be just fine. Defensively 
I like the team a lot come 
playoff time - usually weak- 


er defenses get exposed in 


the playoffs and depth wise, 
I think the Bruins are too 
strong on the blueline and in 


the net not to make a long 
run. 

Turning to the Sox, I did 
say in one of my previous 
columns how I was pretty 
excited for the Sox this sea- 
son, especially with all of 
the arms in the bullpen. I 
didn’t expect the 17-7 start 
but I thought they could be 
competitive for one of the 
wildcard spots. I did say that 
I wasn’t impressed with the 
Blue Jays and I stand cor- 
rected there so far, and the 


Yankees are too old and too - 


injured. If the Orioles con- 
tinue -to get good pitching 
they will remain in the hunt, 
and the Rays will get a 
major boost on the offensive 
side once they bring up Will 
Myers and get rid of the 
Luke Scotts of the world. 

Speaking of baseball, I’m 
excited that I'll be making a 
comeback in the sport in 
about a month. I’ll be join- 
ing a night baseball league 
out of Lowell and it’s been 
over two decades since I 
played competitive baseball 
and I’m hoping I can be 
respectable and not make a 
fool out of myself, which cer- 
tainly wouldn’t be the first 
time. I’m looking forward to 
compete, swing the bat, have 
some fun, hopefully shed 
some fly balls and some 
pounds, and of course have 
some laughs with some 
friends. But a day after 
agreeing to sign up, things 
didn’t bode so well when I 
sneezed and pulled some 
kind of muscle in my right 
side. Anyone ever do that? 
My goodness, does that hurt. 

Anyway from a_ cheap 
laugh to the serious side, so 
much has been said and 
written about the Boston 
Bombings and it’s been 
incredible with the stories, 
the dedication and support 
that so many people from 
not only this town, this city 
and people throughout the 
entire country have given ~ 
those in need. 

Personally, it’s such an 
honor to live in this country. 
The last few months between 
the Newtown shootings and 
the Boston Bombings has 
been such an_ incredible 
ordeal and so tough to com- 
prehend and the same goes 
before that with the Denver 
Movie Theatre shootings. I'll 
never, nor will anyone else, 
ever understand these horri- 
ble events. I offer my deeper 
condolences to all of the 
families involved in all three 
events and hope that they 
can move forward keeping 
those beloved victims in 
their hearts each and every- 
day like I do. 


‘O'Neil earns first varsity points on the track 


» > 


’ «He sits near the front, but 
doés not participate unless 
called upon. He is a very 
bright student and one of the 
tep students in the Life Skills 
Program. 
.*He has a great smile 
which he wears on his face 
at all times. Overall, he is a 
very friendly and agreeable 
individual with lots of 
friends around the school. 
is best friend is Nathan 


{i¢ardo, who also runs track . 


with him.” 

* Riéardo and so many other 
friénds were on hand during 
last ‘Thursday’s meet watch- 
ing:O’Neil accomplish a goal 
thatehe’s always wanted to 
meet. 

s “All of the kids were cheer- 
ing for me and it was just 
very exciting,” said O’Neil 
about that moment. 

* O'Neil said that he has 
raéed with the varsity twice 
before, both in the 4x400 and 
‘the third time was a charm 
‘ab ‘the Wildcats were able to 
win’ the relay race, so he 
earned the 1.25 points (5 
points for a relay win), as 
did his three running mates, 
Sears, Jared Walsh and 
Nathan Vince. The four of 

“them combined for a time of 
4:07, including O’Neil’s split 
‘of 69 seconds - that was huge 
Yor’ Wilmington as the team 

“finished a full three seconds 
better than Melrose’s team. 

7 “It.was an electrifying race 
nd it was nice to see Zach 


FROM PAGE SP1W 


compete so well at the varsi- 
ty level,” said Wildcat head 
coach Mike Kinney. “The 
outpouring of support for 
him during the race from 
the fans and his teammates 
was tremendous. It was a 


great moment, and I think : 


that kids learned some valu- 
able lessons about high 
school interscholastic sports 
competition. 
kids learned that through 
teamwork and support, indi- 


viduals can accomplish 
things that may at first seem 
impossible. 


“Sometimes in the sport of 
track-and-field people lose 
sight of the team compo- 
nent, but it truly is a team 
sport. Zach works hard 
everyday at practice and is 
dedicated to improving his 
performances. As Zach was 
running everyone on the 
team ran alongside him on 
the infield of the track. His 
good friend Nathan Ricardo 
also runs with us. We are 
very proud of them both of 
them and they are both valu- 
able members of our team.” 

Brie Karow, the WHS Girls 
Track coach, added that 
indeed the effort and per- 
formance by O’Neil was 
indeed incredible and that 
moment left “no dry eyes at 
the track.” Fellow teammate 
Steve Halas agreed with that 
statement. 

"Zach really does work as 
hard as everyone else every- 


I think that : 


day and he _ definitely 
deserves to have scored his 
first varsity point,” said 
Halas. “Zach always says 
good job to other athletes 
and it was great that he 
experienced such an awe- 
some moment." 

O’Neil said that after the 
race was over he was able to 
share the accomplishment 
with his parents and said “It 
was very exciting,” and that 
“I love track.” He added that 
he’s hoping he’Il have anoth- 


er chance to add to his varsi- 


ty point total, but if he does- 
n’t, he already has plans on 
his future even if it doesn’t 
involve another 4x400 race. 

“I (would like) to (attend) 
Middlesex (Community 
College next year),” he 
answered. And to study? 
“Graphic Design.” 

While O’Neil hopes to 
attend MCC, the other cur- 
rent senior members of the 
team will also graduate in 
June and move on to differ- 
ent avenues of their lives 
including Sears, who said 
that it’ll be tough moving on 
without his friends Zach 
O’Neil and Ricardo. 

“They are the two nicest 
kids you'll ever meet,” he 
said. “They do exactly, ‘what 
they are supposed to do at 
practice. They are great 
teammates, great kids and I 
know I’m really going to 
miss them next year.” 
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Wilmington High’s Ryan Kennedy charges ream the ball anite being chased down by 
an Arlington played during Monday’s Middlesex League Boys Lacrosse match. 


(photo by Bill Ryergon). 


Major turnaround continues for Wildcats 


it? 

Kavanaugh certainly 
brings plenty of coaching 
expertise to the Wildcats, 
having coached lacrosse for 
many years, but he brought 
that same expertise to the 
team last year as well and it 
did not translate into. the 
tremendous success of this 
season. 

With almost the entire ros- 
ter returning from last 
year’s team, Kavanaugh has 
been able to shape this team 
into what he had envisioned 
for them from the start. 

“Whenever a new coach 
comes in he brings a differ- 
ent philosophy and different 
strategies and that some- 
times takes a_ while,” 
Kavanaugh said. “This year 
the entire team is buying in 
to what we are doing. We 
are all on the same page.” 

The Wildcats all certainly 
seemed to be on the same 
page last Friday in their 16-8 
win over Belmont, which at 
the time kept their record 
perfect at 9-0. 

Ryan Kennedy led the way 
on offense with four goals, 


Wilmington 

Girls Kindergarten 

FC Dallas 

vs Houston Dynamo 
The crowds gathered at the 
Shawsheen fields for this 
back and forth game. FC 
Dallas led by Bianca Bruni 
and Skyler Driscoll got the 
crowd jumping out of their 
seats. Meredith Card led the 
scoring charge while the 
great defensive — effort 
of Abby Fennelly and 


Abigail Mitchell kept the 
action going. 


Proving they were also 


World Cup Competitors. Ava 
Humphrey, Madeline Long, 
and Kyra Turner scored for 
the Dynamo’s in this hard 
fought game, Kiley Bloom 
and Savanna Ferrebelo 
added the offensive punch 


and Vivian DeBlois and = 


Sydney MacPherson held up 
the defense. It was an out- 
standing team effort capped 
off with great goal keeping 
by all the players. 

Chicago Fire vs. DC United 

DC United would not back 
down from this back and 
forth match. Goals by Ivone 
Airoso and Callie 
McCauley brought the crowd 
to a frenzy. A spectacular 
display of defensive skills 
was shown by Tara Clark 
and Anais Ndione. In addi- 
tion the midfield play 


of Natalie Moretti and Celia - 


Vindice kept constant pres- 
sure on the opponents net. 

NE Revolution 
Columbus Crew 

The Columbus Crew would 
not back down from this 
back and forth match. Goals 
by Gracie Berrier and 
Addyson Hunt brought the 
crowd to a frenzy. A spectac- 
ular display of defensive 
skills was shown by 
Allesandra Delgenio and 
Caylee Konradt. In addition 
the midfield play of 
Alexandra Malley and 
Madison Fenton kept con- 
stant pressure on the oppo- 
nents net. 

Girls Grade 1 
NE Revolution vs 
Columbus Crew 
The crowds gathered at the 


vs 
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while DeAmbrose and 
Matthew Pennie tallied three 
goals apiece for the 
Wildcats. McKinnon added 
four goals to the Wildcats 
offensive cause while Scott 
Manganelli and Joey Marino 
added a goal each. 

“We played really well and 
we got scoring up and down 
our lineup against Belmont,” 
Kavanaugh said. 

That scoring up and down 
the lineup has been a big key 
to the Wildcats success 
throughout the season. 
Kennedy has led the way for 
the team with 32 goals and 
14 assists, followed closely 
by DeAmbrose with 25 goals 
and 18 assists, and Priem 
with 23 goals and seven 
assists. 

Other top scorers for the 
Wildcats this season have 
been McKinnon with 14 
goals and 10 assists, while 
Manganelli has nine goals 
and six assists and Matt 
Pennie has 11 goals and one 
assist, followed closely by 
Marino with eight goals and 
five assists. 

The Wildcats will look to 


continue their great season 
this week with some tough 
Middlesex League games, 
starting at Watertown. on 
Friday, followed by a clash 
with Wakefield next Tuesday. 
Wilmington has _ beaten 
both teams earlier this sea- 
son, including a 10-9 thriller 
over Wakefield in their ‘sec- 
ond game of the season. — 
Kavanaugh knows that* the 
previous wins over their; two 
upcoming opponents mean 
little, but he also knows that 
any extra motivation: his 


opponents might get frofn 


their early season losses, will 
also have very little affect 
on this week’s games. 
“The coaches throughout 
the league know each other 
very well,” Kavanaugh said. 
“We have all watched video 
of other so we know what. to 
expect from each other. It is 
all about execution on game 
day. It’s all about who 
comes out and plays four 
quarters of lacrosse and that 


team will win.” 


In-Town Soccer round-up 


Shawsheen fields for this 
back and forth game. 
The NE Revolution led 
by Paige Fuller and 
Samantha Miller got the 
crowd jumping out of their 
seats. Morgan Glover, 
Emerson Glover and Nicole 
Morello led the scoring 
charge while the great 
defensive effort of Carly 


Thayer and Sofia 
Dinatale kept the action 
going. 

The Columbus 


Crew’s Emma Flynn, Tricia 
Stevens and Alison 
Doherty stayed on their toes 
creating many scoring 
opportunities. The play 
of Alicia Gardner, Ella 
McMahon, Ava Deoliveira 
and Emily Doherty shut 
down the other end of the 
field on defense that set the 
tone for this game. 

Chicago Fire 
vs DC United 

Tremendous effort was 
shown by both teams but 
the Chicago Fire would not 
back down from this back 
and forth match. Goals 
‘by Abigail Hassell, Maya 
Mulas, and Molly 
Macdonald brought the 
crowd to a frenzy. A spec- 
tacular display of defensive 
skills was shown by Olivia 
Solari and Madelynne 
Sainato. In addition the 
midfield play of Juliana 
Angiuoni and Keira 
Sullivan kept constant pres- 
sure on the opponents net. 

NY Red Bulls vs Colorado 
Rapids 

The crowds gathered at the 
Shawsheen fields for this 
back. and forth game. 
The NY Red Bulls led 
by Kiera Murphy & Adrienne 
Moore got the crowd jump- 
ing out of their 
seats. Shaylan Bresnahan & 
Emily Grace led the scoring 
charge while the great 
defensive effort of Elliana 
Chronopoulos & Madison 
Hudgins kept the action 
going. 

LA Galaxy vs FC Dallas . 

Nobody stayed home for 

this action packed game. 


The LA Galaxy’s Keira Rice, 
Gabrielle Kulevich and 
Lauryn Parr scored getting 
the crowd jumping out of 
their seats. Outstanding 
offense by Maria Cummings 
and Elizabeth Price set ‘up 
many scoring chances. ‘The 
flawless defense of Riley 
Diaz provided great protec- 
tion for the Goalkeepers. 
FC Dallas would not back 
down from this back and 
forth match. Goals 
by Emily Kitanov, Ava Rega 
and Ashley Mercier brought 
the crowd to a frenzy. ‘A 
spectacular display of defen- 


sive skills was shown by 


Alexis Fox, Alyssa Stack and 
Emily Kitanov. In addition 
the midfield play of Ava 
Rega, Ashley Mercier, 
Alyssa Stack and Alexis 
Fox kept constant pressure 
on the opponents net. 

DC United 

vs. NY Red Bulls . 

Nobody stayed home for 
this action packed game. 
The DC. United's Lindsay 
Anthony and Lily 
Mackenzie scored getting 
the crowd jumping out of 


their seats. Outstanding 
offense by Alexia 
Engvaldsen, Abigail 
Nolan and Keltie 


Mackenzie set up many scor- 

ing chances. The flawless 

defense of Avis Samaha and 

Alex Lavigne provided great 
protection of the goal. 
Girls Grade 2 

Chicago Fire <~< 

vs Colorado Rapids « ; 

The air was full of excite- 

ment, as the much-anticipat- 


ed match between | : the 
Chicago Fire and “the 
Colorado Rapids com- 


menced. Fantastic ball ‘skill 
were displayed by Madison 
Briggs, Katrina . RiekStiris 
and Allison  Ballardino 
resulting in a big goal iby 
Carina O'Donnell. The mid- 
field and defensive play: of 
Paige Lipski, Laine 
Stockman and Karianne 
Calvoni kept the ‘Chicago 
Fire in excellent shape. yah 
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#8 ASPHALT PAVING 


* | Lead Paint Certification 


||: & UNFINISHED 


| In-Home Flooring 


':] 1-781-856-3109 


on | S 


THOT TOP 


DRIVEWAYS & WALKWAYS 
+ New Installations + Patching 
* Re-surfacing * Seal Coating 
FULLY INSURED 


57 Years Experience ¢ 3 Generations 


OWNER SUPERVISED 


FROM START TO FINISH 
DRIVEWAYS DONE RIGHT! 


FREE ESTIMATES - CALL MIKE 


781-933-6767 


Colonial 
Construction 


General 
. Contracting 
cE | Remodeling 
ax Additions 
Decks 


Joe Sousa 


'} 781-438-7906. Home Rep 


Lic# 071157 


§ HARDWOOD FLOORS 
| HANDYMAN 


{HARDWOOD 


PREF INISHED 


Specializing in 
Eco-Friendly Bamboo 
Installation available as well as 
sanding & refinishing 
Call 


For your FREE estimate 


i” LANDSCAPING 


Ciccarelli Landscaping 


wniide niles 
* Spring Clean-Ups 


+ : {+ Flowers Planted 


+ Weekly Lawn 
Dethatching/Aeration Maintenance 
* Commercial & * Sodding 
Residential * Installing New Lawns 
*Pruning/Trimming + Lawn Renovation 
* Brick Walkways 


|| FREE ESTIMATES - 27 YEARS | IN | BUSINESS 


a? 


& landscaping 
‘| Buddy’ 


~} Bi-WEEKLY CUTS @ IRRIGATION 


‘| tahlers@greylockrtg.com 


781-938-5055 


| Landscaping 
¢ SPRING/FALL CLEANUPS 
FULL LAWN SERVICE ® WEEKLY / 


¢ LANDSCAPE CONSTRUCTION 


Call Tom 617-869-4695 
| Everybody Needs a Buddy 


ial e Commercial 
: Roofing 

Repairs « Waterproofing 
Over 20 Years Experience 
Call For FREE Estimates 


781-933-8867 


Licensed & Insured 


SHAUN P. McDONOUGH 


¢ Driveways ¢ Parking Lots 
¢ Sidewalks Sealcoating 
All work guaranteed 


* FREE ESTIMATES x 


WAKEFIELD 
781-246-3636 
B. DOUCETTE 


SUL Oe EES, 


Residential General Contractors Since 1975 


Theos 


¢ Fully Licensed & Insured 
° Quality 
Craftsmanship 
¢ 2 Year Satisfaction 
Guarantee 


NAT-28790-1 


Accepting Most Major Credit Cards 
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HOME NEWS HERE.COM 


Need More Coverage For Your Business? 


TRY THE “NEW?” 8-TOWN 


Find- it-Quick ® Homeowners Guide 


DIRECTORY 


Daily Times Chronicle ¢ Stoneham Jndependent « Wilmington/Tewksbury Town Criers 


Now Home Delivered to Over 64,000 Homes in Burlington * Reading 
Stoneham * Tewksbury * Wakefield « Wilmington * Winchester * Woburn 


| ¢Driveways *Parking Lots *Rustic Stone Driveways 
*Tennis Courts *Sport Courts *Roadways 
MAINTENANCE SERVICES 


¢Sealcoating *Crack Filling ¢ Curbing 
Line Painting °Patching 


CONSTRUCTION CONTRACTORS 


CONSTRUCTION 
COMPANY, INC. 


* NEW HOMES 

+ ADDITIONS 

+ WINDOWS 

+ FINISHED 
BASEMENTS 


“CERTIFIED LEAD RENOVATOR” 


* SIDING 

* ROOFING 
* KITCHENS 
* BATHS 

* GARAGES 


+ Finished Bycucas : 
* Retractable Screens 


porns HARVEY 


- BUILDING PRODUCTS 


Wilmington 978-694-4064 Reading 781-944- 3219 


www. silverioconstruction. com 


DAVE’S HOME 
SOLUTIONS 


“Help is on the way” 


Interior, 
Exterior & 
Handyman 

Services 

including 
repairs and F* 
renovations 


Michael Costello 


781-443-5722 


meclandscapingplowing@gmail.com 


RENT THIS BLOCK 


AT 70% OFF 
RETAIL RATES 


In Burlington, Reading, 
Stoneham, Wakefield, 
Wilmington, Tewksbury, 
Winchester and Woburn 


CALL 781-933-3700 


781-721-4669 
Residential * Commercial 
Gutters * Chimney Work 

Repairs x 
Lic. #044198 Reg. #105058 


HANDYMAN 


McClory’s 


HOME IMPROVEMENT 


Carpentry ¢ Flooring ¢ Interior & Exterior Painting 


Painting / Carpentry 
No Job too Small 
30 YEARS EXPERIENCE 


Andy 617-901-7022 
Fran 781-439-3551 


NO JOB TOO SMALL 


Windows # Doors ¢ Tile » Decks 
Pressure Washing Houses ¢ Clean-Outs 
LICENSED & INSURED 


617-838-9663 cel 781-593-1955 home 


PLUS Landscape Design & 
Construction Since 1985 


Dependable Weekly Lawn Mowing Service 
includes: Mowing, Bagging of Clippings, 
Weedwacking, Blowing Off Paved Areas 

COMMERCIAL & RESIDENTIAL 
Competitive Rates 


SPRING CLEAN-UPS. 
Lawn Maint., Mulch, 
te. Seed, Sod, Fertilizer 
Shrubs, Plant Design, 
Trees Pruned, 
Removal, Stumps 


PROFESSIONAL SERVICE 
WITH PROFESSIONAL RESULTS 


BONUS - Earn a FREE MOWING 


with Every 


Successful 
781-729-6828 978-658-9996 


Estee 
Referral! ~ ates 


Please Recycle 
This Newspaper 


DANNY'S 


LAWN SERVICE 
181-935-5629 


_ dchorlton76@gmail.com 
General Landscaping 
Interior & Exterior Painting 
Spring’s Around The Corner 
HARD WORK GETS THE JOB DONE 
No Job Too Small « Free Estimates 


RENT THIS BLOCK 


PAINTING 


License #100881 791-Q4A-A315 


www.mcneilbuilders.com 


WE WILL MEET OR BEAT ANY LICENSED AND 
_ INSURED COMPETITORS PRICES! 


LANDSCAPING 


RIGHT NOW 


BARK babes ¢ LOAM 


BARK MULCH 
SCREENED LOAM 
SCREENED COMPOST 
781-938-8988 


GBE construction 


¢ Kitchens ¢ Bathrooniis 
* Doors 

« Basement Remodelig | 

¢ Additions * Cedar Siding 


ss ; ¢ Walkways/Patios ° Decks 
Fully Insured 


HOME IMPROVEMENT 
Maumn's Consteucrio 


Home Renovation & Custom 
Finis CaRPenTRY SeRUICES 


* Kitchens * Baths * Decks * Windows 
{Docc lacement * Crown Molding 


Home: 781-938-1859 
Cell: 781-572-1873: 


She | 
Rick’s 
ainscoting * Built-ins HOME SERVICES 


’ Custom Closets * Mantels olntfExt Painting Gardening. ~ 
Handyman Service * Kitchen Refacing | | ¢Repals <td Ran oe 


781-942-875 | |e 


Power Washing/Mold Removal 
Insured — Lic.# 46434 — 


LANDSCAPING 


LANDSCAPING/: 
CONSTRUCTION 


‘ Spring Lh ie 


Ppocializing in the Ni sine 


* Weekly Lawn 
Maintenance 

* Hydroseeding/ 
Lawn Installations 

* Mulching/Edging 

* Trimming Pot 

* Irrigation Systems/- Eye 
Repairs : 

* Landscape 
Design/Install 
* Spring/Fall 
Clean-ups 


Please call today for your FREE Estimate 
781-935-3627 


COOK'S SIMPLE 


AT 70%, OFF 
RETAIL RATES 


In Burlington, Reading, 
Stoneham, Wakefield, 
Wilmington, Tewksbury, 
Winchester. and Woburn 


CALL 781-933-3700 


WANT IT BONE NOW 
CALL RIGHT NOW! 


* CLEAN & COURTEOUS 


INTERIOR / EXTERIOR 


SCREENED LOAM 
JK MAGUIRE 


FREE LOCAL DELIVERY 
10 YARD MINIMUM 


Screened Loam S26/ 9d 


Screened Loam w/Compost__°32/yd 


Washed Sand Sa0/ya 
Clean Common Fill 182 boe¢_ #50/yd 
SINCE 1978 


781-933-4119 


LEAVE MESSAGE 


© RESTORATIONS 


1-978-210-0027 


PAINTING ING. 


INTERIOR - EXTERIOR 
FULLY INSURED 
GUTTER CLEANING 


FREE ESTIMATES 


978 Seo Tee 


781-944-8 


WWW.COOKSSIMPLEPAINTING.COM 


MA HIC REG #166395 


181-272-6662 
75 Foot Bucket Truck + 150 Foot Crane 


Formal Degree in Tree Care... We Can 
Remove or Safely Prune Any Size Tree 
: PROMPT FRIENDLY SERVICE 
Discount Winter Rates 
wd ie STUMP GRINDING 6/22 
Fully Insured * Free Estimates ¢ References Available Upon Request 


* Exterior> 


* Power Washing 
* Faux Finish, 


* Interior 
Wallpapering 
* Staining 


Quality Workmanship 
at its BEST 


Residential - Commercial 
Fully Insured 


TREE CARE/LANDSCAPING 


° FIREWOOD. 
° TREE acon 
* STUMP GRINDING 
¢ PRUNING * PLANTING 
¢ FREE EST., FULLY INSURED 
MASS. CERTIFIED ARBORIST - 


781-933-2599. so. 


. HOME NEWS HERE.COM 


RUSSELL 


FARMS 
FREE LOCAL DELIVERY 


(With Minimum Load) 


REAL BARK 
_NO WASTE WOOD 


RED HEMLOCK $48 Yo. 
DARK BARK “333 “°c $48 YD. 
PLAYGROUND (certified) $42 YD. 
ENHANCED BARK 


am BAae ORGANIC \ _ 
‘LOAM (super Loam) 

LOAM SCREENED 1/4" $35 yd. 
‘LOAM SCREENED 1/2” $29 yd. 
‘WASHED SAND $35 yd. 
STONE 3/4" CRUSHED $42 yd. 
ORGANIC COMPOST = $36 yd. 


Contractors: Inquire at Farm for Discount 
DELIVERIES 7 DAYS A WEEK 


| 781-938-8271 


& 479 Washington St., Woburn 


, 
| SPRING CLEAN-UP LANDSCAPE CONSTRUCTION & DESIGN 


And Removal 


Dethatching ¢ Lawn Renovation 
| Weekly Mowing ¢ Shrub Trimming 


peerart 


J LANDSCAPING 
gURNs 


1 BILANDSCAPING & CONSTRUCTION 


COMMERCIAL & RESIDENTIAL 
‘LANDSCAPING & CONSTRUCTION 
_ . Masonry: Walls, Walkways, 

Patios, Firepits 
Spring Cleanups, 
~ Weekly Lawn Maintenance 


Irrigation Systems 
Hardscape Design and 
implementation 
Lawn Installations, Sod 
Hydroseed and Much More! 


PLEASE CALL US FOR 
SPRING SPECIALS & 
FREE ESTIMATE! 


978-203-0036 
www.burns-land.com 
sales@burnspland.com 


We accept Visa/Mc/Discover/AmEx 


Please Recycle 


|" This ae 


& PLASTERING 


ee een 
. 


Renovations * Blueboarding 
New Construction * All Types of Plaster 
Residential/Commercial 
, 2 Fully Insured * Free Estimates 
: Prompt Service 


| eneiero 
PLASTERING 


David Cacicio * Cell: 781-521-7467 
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TRY THE “NEW” 8-TOWN 


Find-it-Quick - Homeowners Guide 


DIRECTORY 


_caranty ae 
[OMBARDO 


Buwoine Contractors Inc. 


Custom DESIGN & DRAWINGS 


Bark MuLcH 


Playground $424 
Hemlock Red tsi 546 ya 
Enhanced Red 
Brown 

Natural Aged Dark $44°°,, 


Rich Loam 


+ Specializing in New Construction 

* Custom Remodeling 

* Exterior Siding * Windows & Doors 

* Kitchen & Bath Remodeling 
Fully Licensed and Insured 

Accredited Member of the BBB 

BURLINGTON 


781-272-6255 = 


Farm Compost 


SAND 
Washed Sand $374 


Discounts available on any of 
the above in large quantities 


WEISS 
FARM 


170 Franklin Street 


E--) Stoneham 


| ELECTRICIAN | 
Ca§ 
ELECTRIC 


Chris Horeth, Master Electrician 


781-438-0689 FREE ESTIMATES 
www.weissfarm.com PROMPT & RELIABLE SERVICE 
OPEN 6 DAYS A WEEK Insured * License #Mass A20016 « 


License #N.H. A20016 iS 


“978-804-7658 


Quality Products Promptlly Delivered 
Established 1910 _ 


LANDSCAPING 


* Spring & Fall * Bobcat Service 
Clean-Ups * Brick Patios 

* Block & & Walkways 
Timber 
Retaining Walls 

¢ Sod 

* Seeded Lawn 

* Foundation 
Planting 


Residential & 
Commercial 
Landscaping 
Construction & 
Maintenance 
Snowplowing 
& Sanding 
Established in 1972 
41 Years of Experience 


Landscaping, Inc. 
* Weekly Lawn Woburn, MA 


Maintenance 781-935-6444 


* Sprinkler Systems FULLY INSURED 


Masonry Builders 
——— 781-938-3797 


¢ STONEWALL SPECIALISTS ¢ LANDSCAPING 
¢ SPECIALIZING IN STONE WALLS AND ALL 
TYPES OF MASONRY WORK 
¢ CONCRETE ¢ BRICK * BLOCK « STONE 
¢ EXCAVATION & DEMOLITION 
e RESIDENTIAL * COMMERCIAL 
Call for a FREE Estimate 


Insured MA. License #12040 


Plumbing, Heating & Gasfitting 


RESIDENTIAL - COMMERCIAL 


H: 781-935-9035 


Woburn, MA 01801 - 
Repairs - Installations - Boilers 
Water Heaters & 

All Your Plumbing Needs 


DELL'ANNO 


PLUMBING * HEATING ¢ Gas FITTING 


Over 24 years of service 
Always Prompt & Reliable 
Residential / Commercial 
* New Installations *,Repairs * Renovations 
* Plumbing Fixtures * Hot Water Heaters 
For Fast Efficient Service Call .. . 


22 Master 
Lic 11161 


Baily Cimes Chronicle « Stoneham Jndependent ¢ Wilmington/Tewksbury Town Criers 


Now Home Delivered to Over 64,000 Homes in Burlington ¢ Reading 
Stoneham * Tewksbury ¢ Wakefield * Wilmington * Winchester « Woburn 


SUeet nee HON CONSTRUCTION 


LANDSCAPE CONSTRUCTION 


RESIDENTIAL « COMMERCIAL 
Walkways, Patios, and Walls 
Landscape Lighting 

Lawn Installation and Plantings 
Bobcat Work 
Landscape Drainage 
Planning and Design 
Call for a free estimate 781-932-9537 
www.grantlandscapinginc.com 


Our goal is to offer quality products 
and reliable service at a competitive 
price. We can work with your architect 
or offer a design/build package. Scott 
Seaver is a graduate of Northeast 
Regional and Wentworth. We are certi- 
fied, bondable and a member of the 
Better Business Bureau. 

New Homes « Additions - Remodeling 
Commercial - Residential 
WOBURN -« 781-935-0130 
www.seaverconstruction.com 
info@seaverco.com 

LICENSED & INSURED « FREE ESTIMATES 


Basement Waterproofing, Etc. 
Fully Licensed & Insured =, 
» Call Guy: 781-279-2299 
We Accept All Credit Cards 
FINANCING AVAILABLE 
EPA Approved 


FULLY INSURED & LICENSED 
—— Rec #103674 —— 
WE ALSO DO APPROVED WORK 
FOR THE PHYSICALLY CHALLENGED 
(RAMPS, SPECIALLY EQUIPPED BATHS, ETC.) 


Please Recycle 
This Newspaper 
y py 
oa , 


es RENCE) =) | FOUNDATION REPAIR 


TRATTO\ Mi 

s Pere. Foundation 
ION OMe (Cracks Fixed 
(Stn Wat nse inrsion 


+ Wood «Aluminum 
| BASEMENT CRACKS 


www.lombardobuilding.com 


ENGINE REPAIR 


A.D.’s SMALL 


LAWNMOWER TUNE-UPS 
SNOWBLOWER TUNE-UPS 


Push & Riding Lawnmowers 
Free Pick-Up and Delivery 
— WITHTHISAD—— ,! 
eep Your Motor Running’ 4 
Call Arthur 


781-910-6222 


*PVC/Vinyl + Repairs 
FREE ESTIMATES ¢ FULLY INSURED 


www.strattonfence.com 
WOBURN, MA 


LANDSCAPING 


“\Y LANDSCAPING 
All profits go to charity 


Fence * Chain Link 
FULLY REPAIRED — 


Call for a Free Estimate 


781-801-4875 


www.CharityLandscaping.com 


LAWN CARE 


* Grass Seed 
Custom Blends 


* Hydro Mulch 

¢ Fertilizers 

¢ Organics 

* Control Products 
¢ Tree & Shrub Care 


LANDSCAPING 


alley Green 


Professional Turf Products 
For ALL Your Lawn Care Needs 
Over 100 years combined experience 
in landscape management 


65 Industrial Way, Suite J 
Wilmington, MA 01887 


781-937-3602 


ELLIOTT 
LANDSCAPING 


WEEKLY MAINTENANCE Tel: 978-694-9011 ¢ 4 Step Programs 
SPRING CLEAN-UPS eae A 
NEW LAVINE ; Grow Greener with Valley Green! Lime & SoluCal 
JEFF ELLIOTT Present this ad for 10% off of your order | 


GOOD THRU MAY 31, 2013 


8 Grant St., Woburn, MA 01801 


GERRIOR corp. 


MASONRY & LANDSCAPE CONSTRUCTION 
GERRIORMASONRY.COM 
FULLY INSURED ~- FREE ESTIMATES 
aie All types of stone walls 
Patios « Stairs « Walkways 
Chimneys « Fireplaces 
Planting « Hydro-seed 
Lawn Services + Mulch 
245 Salem St., Woburn, MA 01801 
781-438-4157 
781-933-4157 


“TRed Hemlock... 


Black Cedar......... $43/y d. 
FREE DELIVERY Woburn 
Winchester & Lexington 
781-933-1385 
Www.mccuegardencenter.com 


DRIVEWAYS + SIDEWALKS 
SEALCOATING 
RE-SURFACING 


CALL FOR ESTIMATE 


781-270-1118 


a mehiiiways & Parking Lots 
® Fully Insured 
® All Work Guaranteed 


A+ Rating 4 
se 


Commercial ~ Residential 


978-858-0996 | 


www.johnwolfepaving.com 


Daily Times Chronicle 


Welcomes Letters to the Editor 
One Arrow Drive, Woburn, MA 01801 
¢ Must be signed * Phone number needed 
News@ Woburnonline.COM 


ORs BTS 


‘TREE REMOVAL 
| TREE SPRAYING 


Aerial Bucket and Crane 


Tree Climbing 
R oval Specialists 


* TREE REMOVAL: STUMP GRINDING» 


* PRUNING * CRANE SERVICE 


www.middlesextree.com 


FULLY INSURED 


781-935-5252 ¢ 781-942-9442 


fj All-StarTreeService.com 
978-771-4339 
Insured * Free Estimates 
READING 


781-935-1988. 
781-944-9885 * 


Appears 
Over 66,000 Times 
A WEEK 


in 8 Communities 
Place your ad now at: 
(781) 933-3700 - (781) 438-1660 
cea 944-2200 - (978) 658- as 
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crowd roared to their feet 
when Lorianna Luongo and 
Elly O'Connell made some 
spectacular saves. 

The Colorado Rapids was 
also impressive on the offen- 
sive side of the ball with 
great skill being displayed 
by Marni McBride and 
Sammy Cronin leading to 
goals by Ella Cedrone and 
Alexis Edwards. The defense 
was also showing their skills 
today with Cameryn 
Foresyth and Maggy 
Zimmer keeping the ball out 
of their zone for much of the 
game, while the goal keep- 
ing:team of Shae Fitzgerald 
and Kennedy Quinn kept this 
game close. 

: NE Revolution vs. 

>. Columbus Crew 

-In what could have been 
eonfused as a World Cup 
Match, the Revolution start- 
ed+off strong with great 
offensive pressure from 
Grace Constantine coupled 
. with the steel like defense 
of Emily Provost and Allison 
Belanos made for an incred- 
ible game. Colleen 
‘Baldi scored first for the 
Revolution with the Hope 
Solo like effort of Emma 
Jensen was solid in the net 
to'keep their team alive. 
=°. Boys Kindergarten 

-°. Portland Timbers 
ote vs FC Dallas 
“The FC Dallas defensive 
effort led by Layne Coutu 
and Nathan Jordan not only 
put fear in the Portland 


=The Wilmington Youth 
Soccer Association (WYSA) 
iss: proud to 
four scholarships will be 
awarded this year. Each of 
the: scholarships will be for 
$1,000. The scholarship pro- 
gitar is open to all graduat- 
ing ‘seniors of Wilmington, 
Massachusetts that have 
participated in the WYSA 


announce 


Timbers but, will also be 
feared by future opponents 
as well. It was this team 
defense that led to counter 
attacks by Tommy Lewis 
and Zack Timmons and ulti- 
mately leading to goals 
scored by Cameron Kelley 
and Jack Murphy. Timely 
recoveries in the defensive 
end by Matthew 
Breen helped strengthen a 
solid team effort. 

Proving they were also 
World Cup Competitors, the 
Portland Timbers gave a 
great effort . Cullen Walsh 
scored for the Timbers in 
this hard fought game, John 
Pozzi and Will Putney added 
the offensive punch and 
Connor Lovell and JT 
Kilburn held up the defense. 
It was an outstanding team 
effort capped off with great 
goal keeping by Luka 
Skorput. 


Colorado Rapids 

The crowds gathered at the 
Shawsheen fields for this 
back and forth game. The 
Colorado Rapids led 
by Danny O'Mahony and 
Matt Newhouse got the 
crowd jumping out of their 
seats. Jameson Burns and 
Tyler Florencio led the scor- 
ing charge while the great 
defensive effort of Patrick 
Maillet, Oliver Ferrer and 
Shane Tassone kept the 
action going. 

Boys Grade 1 

DC United 


soccer program. Each can- 
didate' must submit the fol- 
lowing items: 

A completed application 
(with additional sheets, if 
needed) signed by the appli- 
cant; 

A copy of the applicants 
High School transcript 
which includes grades at 
mid-year of the Senior Year; 


Herb 


ambers 


BASE ° A/C * AM/FM « CD/SAT RADIO 
BLUETOOTH « PL > PW 


MSRP: $15,319 
STK# 8063 


ALL-NEW 
REDESIGN 


AUTOMATIC ° A/C * BLUETOOTH ° PW > PL 
KEYLESS ENTRY * CD/MP3 - CRUISE CONTROL 


- 
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vs. Chicago Fire 

The Chicago Fire was also 
impressive on the offensive 
side of the ball with great 
skill being displayed 
by Brian Banks and Alex 
Bouchie leading to goals 
by Aidan Guyette and Ryan 
Copson. The defense was 
also showing their skills 
today with Nathan Cardin 
and Charlie Rosa keeping 
the ball out of their zone for 
much of the game. 

NY Red Bulls 
vs Colorado Rapids 

The crowd was kept on the 
edge of their seats this week 
as the NY Red Bulls led by 
the offensive skills of Kyle 
Gray and Benjamin Marvin 
resulted in scoring opportu- 
nities by Clyde Lambert, 
Aidan Calvo and Ryan 
Murphy. The defense was 
not to be left out of this one 
either as Matthew Brabant 
and Patrick Tassone kept 
the ball out of their zone for 
much of the game. 

LA Galaxy vs. FC Dallas 

The crowds gathered at the 
Shawsheen fields for this 
back and forth game. The 
LA Galaxy led by Connor 
Crane and Daniel Lagunilla 
got the crowd jumping out of 
their seats. Patrick 
Hounsell, Daniel Lagunilla, 
Remy Elliott and Jake 
Ciulla led the scoring charge 
while the great defensive 
effort of Kevin Stano, Evan 
Woltag kept the action 


going. 


One letter of recommenda- 
tion from a non-relative who 
is a resident of Wilmington 
or a school teacher or 
administrator; 

An essay (1 to 2 pages) 
describing 1) the impact of 
participating in the WYSA 
program has had on you and 
2) describe in detail the vol- 
unteer activities you per- 


To 


NE Revolution 
vs Columbus Crew 

Nobody stayed home for 
this action packed game. 
The New England 
Revolution’s Michael Dynan 
& Julien Cella scored getting 
the crowd jumping out of 
their seats. Outstanding 
offense by Nicolas Rabaglia 
& Joshua Haerer set up 
many scoring chances. The 
flawless defense of Ryan 
Papineau & Braeden White 
provided great protection 
for the GoalKeepers. 
Proving they were also 


World Cup 
Competitors. Jake 
Bourgeois, Jonathan 
Foresyth,. Anuj Gandhi, 


Layne Miller scored for the 
Columbus Crew in this hard 
fought game, Mathew 
Mozuch added the offensive 
punch and Nicholas Samaha 
and Marc Vanella held up 
the defense. It was an out- 
standing team effort. 
Chivas 
vs. Houston Dynamo 

The air was full of excite- 
ment, as the much-anticipat- 
ed match between Chivas 
USA and the Houston 
Dynamo commenced. 
Fantastic ball skill were dis- 
played by Aidan Burke and 
Matthew Doherty resulting 
in goals by Ethan Kennedy 
and Zach Blonigen. The 
midfield and defensive plays 
of John McLaughlin and 
Adam Ebert kept Chivas in 
excellent shape. 


formed for WYSA and the 
impact you had on WYSA 


Scholarship applications 
are available at your 
school’s guidance depart- 
ment or under the ‘forms' 
section of the WYSA. web- 
site. 

Completed applications 
and materials must be 


We’ve Got It! 


Boys Grade 2 
NE Revolution vs 
Columbus Crew 

Nobody stayed home for 
this action packed game. 
The NE Revolution’s 
Jonathan Magliozzi, Brett 
Ebert and Austin Farrell 
scored getting the crowd 
jumping out of their seats. 
Outstanding offense by 
Eddie Ramos, Joe McCauley 
and Dominic Feeney set up 
many scoring chances. The 
flawless defense of Aiden 
MacLeod and Jonathan 
Dalton provided great pro- 
tection for GoalKeepers 
Nathan Alberti and Lucas 
Gorham. 

The Columbus Crew was 
also impressive on the offen- 
sive side of the ball with 
great skill being displayed 
by John McNamara, 
Thomas Sica and Patrick 
LeBlanc. The defense was 
also showing their skills 
today with Cooper Loisel, 
Ryan Laroche and Aiden 
Swift keeping the ball out of 
their zone for much of the 
game, while the goal keep- 
ing team of Charlie Maiella 
and Jack Klindt kept this 
game close. 

DC United 
vs. Chivas USA 

The crowds gathered at the 
Shawsheen fields for this 
back and forth game. Chivas 
USA led by Jared Bishop, 
Sebastien deVerbigier 
and Mason Rosner got the 
crowd jumping out of their 


received (postmarked) no 
later than Monday, May 6, 
2013 to be eligible. The 
above referenced items 
should’ be emailed to the 
email address (preferred) 
listed below or mailed to: 
Wilmington Youth Soccer 
Association 
Attention: 
Committee 


Scholarship 


AVAILABLE ON 
SELECT MODELS 


HOME NEWS HERE.COM 


Wilmington In-Town Youth Soccer round-up 


seats. Tyler Nguyen, Nikos 
Koss, Christopher Patterson 
and Jacob O'Brien led the 
scoring charge while ‘the 
great defensive effort 
of Michael Ings, Cameron 
Gagnon, Ryan Bornstein 
and Burke Zimmer kept the 
action going. : 
DC United was impressive 
on the offensive side of-the 
ball with great skill being 
displayed by Brian Barry, 
Noah Carriere and Aiden 
Gomez leading to goals by 
Evan Pinto and Michael 
Lewis: The defense was also 
showing their skills today 
with Patrick Stokes 
and Ryan Wilson keeping 
the ball out of their zone for 
much of the game, while the 
goal keeping team of Owen 
Cushing and Srikar 
Mallajosyula kept this game 
close. 3 
Colorado Rapids Vs. 
Chicago Fire: 
The Colorado Rapids 
defensive led by Timothy 
Pearson, Jake Perry, Jacob 
Smith, and Ryan Kanihan 
not only put fear in*the 
Chicago Fire but will ‘be 
feared by future opponents 
as well. It was this team 
defense that led to counter 
attacks by Brett Gallucci, 
Joey Kullman, and Colin 
DiPesa <2 


Wilmington Youth Soccer offering scholarships to four WHS Seniors : 


P.O. Box 107 : 

Wilmington, MA 01887- - - 

CRO ee tS a Ct 
scholarship @wilmingtony- 
outhsoccer.org for more 
information. a, 


APR UP TO 60 MONTHS!** 


AUTOMATIC 


MSRP: $22,360 
STK# 8771 


2osKia OPTIMA LX 


$16,988 


MSRP: $27,250 
STK# 8061 


PUSH BUTTON START + POWER SEATS 
BACKUP CAMERA 


$19,588" 


COLLEGE REBAT 
HERB CHAMBERS KIA OF BURLINGTON 23 camarinGe ST. « RT. 3A © BURLINGTON, MA 


2014 KiA SOR 


888.207.9446 


MON - THUR: 8:30AM - 9:00PM « FRI - SAT: 8:30AM - 6:00PM « SUN 11:00AM - 5:00PM 


*All leases are 36 months, 12K miles per year. **Soul lease is 39 months, 12K miles per year ($.20 per excess mile) with $2,995 cash or trade down plus first payment, zero security, tax, title, reg. acquisition & $289 documentation fee 
additional. tPrices include all applicable factory rebates, not all will qualify for incentives Offers good on in stock units only. Must finance through dealer to qualify for all incentives with approved credit. “See dealer for details. 
‘A0% Annual percentage rate financing up to 60 months on new 2013 Sorentos for very well qualified buyers at $16.67 per $1,000 financed. Subject to credit approval by KIA Motor Finance. Offers expire 5-8-13. 


HerbChambersKIA.com 


FWD ° BLUETOOTH « KEYLESS ENTRY 
CD - MP3 + CRUISE 


MSRP: $25,240 
STK# 7916 


ALL-NEW 
REDESIGN 


MSRP: $22,239 
STK# 7977 


The BostouGlobe 
TOP 
PLACES 


TO WORK 
2009 2010 


2011 2012 


Real Estate pcs is Be 
JOBS! Joss! s; 


Movie eviews Page S-2 
PAIN AND GAIN 


" MIDDLESEX EAST appearing in Daily Times — Chronicle (Reading, Woburn, Winchester, Burlington, Wakefield), 


Lynnfield Villager, No. Reading Transcript, Wilmington & Tewksbury Town Crier, Stoneham Independent 


LYNNFIELD °¢ 


NORTH READING ° 
¢ WINCHESTER _ ° 


What to do with the Wright-Locke Farm? 


BY RYAN LAROCHE 


Home sales hit a three- 
year high in March, according 
to an AP report. Wages and 
spending rose, as well. People 
are more comfortable now 
and not as afraid to spend 
their money. Gas prices drop- 
ping by 27 cents in the past 
two months has helped, as has 
the increase in home values. 
The way of life is slowly 
. returning to pre-recession 

es, 

_ - Therefore, it would seem to 
- be a good time to sell. Or is 
- it? The Town of Winchester 
- @urrently faces that dilemma 
- aS it pertains to the Wright- 
Locke Farm located on the 
west side of town (it borders 
Ridge Street, High Street 
extension, Edward Drive and 
Peépperhill Drive). While the 
town owns the property, it 
leases a portion to the Wright- 
Locke Farm Conservancy who 
operates the day-to-day opera- 
‘ tions at the farm. However, 
' there remains developable 
farmland not leased to the 


conservancy that the town 
must decide whether to sell 
now, sell later or not sell at 
all. 


Abbott Development 


Back in 2007, after the 
passing of Bertha Hamilton, 
the town purchased the farm 
for $13.7M to stop an undesir- 
able 260-unit rental project by 
AvalonBay. The purchase 
came with a caveat from 
Town Meeting - the town must 
sell the property for at least 
$10M. And a year later, they 
did. 

Abbott Development LLC 
won a bidding war with sever- 
al other developers including 
Englar and Taurus by offering 
the town approximately $10M 
for the land (11.70 acres, plus 
a lot at 82 Ridge St. for an 
additional $50,000). In hind- 
sight, most everyone involved 
in the decision. admitted dis- 
liking the Abbott plan, but 
supported it because of the 
amount Abbott agreed to pay. 
Town Meeting, asking for at 


least $10M, approved the 
agreement. Things looked 
good. : 

The plan called for the 
construction of four duplexes 
and two triplexes in the north- 
east section of the property, 
plus four 12-unit buildings in 
the southwest section, with a 
total of 62 units. It was expan- 
sive and expensive - and it 
ultimately failed. 

Once the economy col- 
lapsed in 2008 and 2009, 
Abbott couldn't afford to 
make the final payment. 
Therefore, the selectmen had 
no choice but to terminate the 
agreement with Abbott. 
Should either the town or 
Abbott have predicted the 
economic collapse? Should 
the town have taken less 
money from another develop- 
er or Abbott offered less 
money? Hither way, the town 
once again owned the (just 
under) 12 acres. 

Before that all happened, 
Town Meeting approved the 
creation of the Wright-Locke 
Farm Conservancy in 2008 
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THE FARMHOUSE AT WRIGHT-LOCKE FARM is aetng a new handicapped 
accessible bathroom. Thanks to the Board of Selectmen leasing part of the land to - 
the Wright-Locke Farm Conservancy, the town can now obtain grants to do need- 
ed work to the farmhouse, squash barn and ice house. The rest of the land remains 
in limbo, as the Selectmen decide how to proceed. 


(Bill Ryerson photo) 


and the transferring of land 
other than the life estate 
(what the town planned to sell 
to developers) to the conser- 
vancy contingent upon the 
Abbott deal being completed. 
When that fell through, the 


conservancy still asked the 


Board of Selectmen to trans- 
fer the land to them figuring 
they were going to do it even- 
tually, anyway. . 

The selectmen hesitated to 
do that. As Town Counsel 
Wade Welch said prior to 
Spring Town Meeting back in 
2011, transferring the land 
without knowing the full value 
"is in direct contradiction to 
the commitment made to 
Town Meeting and to the vot- 
ers when the purchase of 78 
Ridge St. was authorized as a 
contingent appropriation in 
February of 2007 and ratified 
by the voters at the March 
2008 override.” 

Arguing for the conservan- 
cy, President Jim Whitehead 
said that they were supposed 
to get $200,000 from Abbott. 
Without that money, or the 
ability to get money - which 
they couldn't if the selectmen 
didn't transfer them the land - 
the conservancy couldn't do 
needed work to the farm, 
squash barn or ice house. 

“Leasing the land will not 
jeopardize the town’s ability 
to sell the property,” he plead- 
ed to the board back in April 
of 2011. “And we’re not asking 
for any more land than was 
originally offered.” 

Welch told board that 
legally they weren't bound to 
the original plan - selling the 
land before leasing the rest to 
the conservancy - but noted 
they seemed more comfort- 
able sticking to that plan. 
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Selectman Jim Johnson 


said in November of 2011 at 
the Board of Selectmen’s 
meeting, “The farm is great, 
wonderful, (but) I don’t know 


if the land will be devalued:if 
you (the conservancy) sign 
the lease.” 

. Fortunately, for the con- 
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“PAIN AND GAIN” is a comedy-crime thriller 
whose plot is so unbelievable that it must be true, 
It’s a comedy of errors starring Mark Wahlberg, 
Dwayne Johnson and Anthony Mackie. 


“PAIN AND GAIN” 
GRADE: *** 
Some crimes stories are 
so unbelievable they must 
be true. 
Pain and Gain is that 
type of story. 


Based on.a series of mag- 
azine articles, this tale of a 
‘trio of Miami bodybuilders 
who kidnapped, tortured, 
and murdered for money is 
a comedy-crime thriller, the 
latest film -and a departure 
of-sorts - from action-film 
‘director Michael Bay. 

‘The trio are led by a 

‘highly motivated fitness 
‘devotee named Daniel Lugo 
‘(Mark Wahlberg) who 
decides hard work will 
‘never properly reward him 
‘the wealth he desires, so he 
‘plots to take it from those 
who have achieved that 
level. 
- Buying into his get-rich 
‘schemes and questionable 
logic are Paul Doyle 
(Dwayne Johnson) and 
‘Adrian Doorbal (Anthony 
‘Mackie). 

Paul is a meathead, a 
mountain of muscles with a 
knockout punch that’s kept 
in check by a conscience. 
After serving prison time, 
the former cocaine addict 
found Jesus and sobriety. 
Adrian is an aspiring body 
builder, whose use of 
steroids has rendered him 
impotent. He’s sees through 


Daniel’s not-so-clever 
schemes, but is so desperate 
for money to fund his 
dependency on steroids that 
he doesn’t care. 

Funny, misguided, clum- 
sy, and not wholly bad, 
these criminals are the 
most-likable characters in 
Pain and Gain. Their first 
victim is Victor Kershaw 
(Tony Shalhoub), a mouthy 
Florida man who generates 
contempt in everyone he 
meets. 

Victor is Daniel's rich fit- 
ness client and is kidnapped 
by the trio who torture him 
into signing over his wealth 
and belongings. But the kid- 
napping turns deadly when 
a blindfolded Victor reveals 
he knows Daniel is one the 
kidnappers by recognizing 
the trainer’s cologne. 

The storyline has fun 
with Victor’s botched mur- 
der — first in a staged 
drunken car crash, then a 
follow-up attempt at burn- 
ing him in the vehicle, and 
finally being run over by a 
van as he flees. Victor 
miraculously survives, and 
while recovering in the hos- 
pital shares his horrific 
ordeal with Miami police 
detectives who dismiss his 
story as too unbelievable to 
be true. Near-penniless, 
Victor holes up in a sleazy 
motel room, where the 
bloodied and bandaged vic- 
tim hides from his would-be 
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killers. In desperation he 
hires a private detective 
and former cop named Ed 
Du Bois (Ed Harris) to 
prove his story to the police. 

And that’s when this 
true-to-life and head-shak- 
ing plot really gets strange 
as Daniel, Paul, and Adrian 
settle into their new lives of 
wealth, and engage in a 
business con gone wrong 
that involves the murder of 
a wealthy Miami porn king 
and his wife. 

There’s 
humor in this comedy of 
errors, and Wahlberg, 
Johnson, and Mackie strike 
the right tone in their per- 
formances. 

But Pain and Gain’s true 
star is the story, with all of 
its complexities and twists. 


It doesn’t matter that you ~ 


know how this crime drama 
ends - the morbid fun is in 
how it gets there. 


<49” 

GRADE: *** 
There's a natural beauty 
about baseball that trans- 
fers to the silver screen 
perfectly. If you add in a 
powerful story , you have 
much more than a good 
sports movie, you have a 
powerful story for all audi- 

ences. You have "42." 
Director and_ writer 
Brian Helgeland recounts 
how Jackie Robinson 
(Chadwick Boseman) broke 


the color barrier in Major 


League Baseball in 1947 
when he was offered a con- 
tract by owner Branch 
Rickey (Harrison Ford) to 
play with the Brooklyn 
Dodgers. Helgeland shows a 
deep respect for the game 
and for what Robinson 
accomplished by telling this 
baseball story through the 
human drama. 

Boseman hits a home run 
showing Robinson as a 
leader on and off the field. 
One reason Robinson was 
chosen was because he had 
the strength to stare down 
the hatred and ignorance 
that infected this country. 

Through it all Robinson 


ea a ae ee 


undeniable ° 
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displayed resilience, 
patience and mettle, virtues 
that the intense Boseman 
expresses easily. It’s a 
shame that he’s hamstrung 
by such a saintly role, and 
that we don’t delve deeper 
into the man’s complex per- 

member 
it up is 
Harrison Ford, who blusters 
and grumbles with relish. 
He’s great as Rickey, whose 
religious convictions played 
a major role in his decisions 
but was also just a tough old 
coot who resented being 
told what to do. integration 
at every turn. 

Even though it feels 
hokey at times, there is no 
possible way to oversell 
what Robinson did. No ath- 
lete, and precious few other 
American citizens, ever had 
to go through what he did, 
or did it with as much 
grace. 


Child safety 


Bike Rodeo 


The Tewksbury Police and 
Rail Trails is hosting a Bike 


rodeo to help ensure the safe-, 


ty of local children. 

The Rodeo will be held on 
Saturday, May 4 from 10 a.m. 
to 4 p.m. The location is the 
Tewksbury Wal-mart, 

For more information call 
office Jennie Welch at 978-851- 
7373, ext. 230. 


Mishawum 


Choral Spring 
Concert 


Sunday 


The Mishawum Choral 
Society will perform its Spring 
Concert at 3 p.m. on Sunday, 
May 5 at the Crawford 
Memorial United Methodist 
Church, 34 Dix Street in 
Winchester. 

This concert will be direct- 
ed by Brian Gilbertie, Chorus 
Director at Woburn High. The 
Mishawum Choral Society is a 
four-part chorus. 

Tickets are $15 for adults, 
$10 for seniors and students 
and are available at the door. 
www.mishawumchoral.org. 
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Full Service Barber Shop 
Early Bird Special 
Tues.-Thur. 10am - 3pm FREE — 


HAIR CUT and neck shave for NEW 
CLIENTS with coupon ad. Valid until 6/15/13 


5 Licensed Barbers capable of cutting all hair 
styles. Little to no wait. Enjoy our stadium seating 
with 60" TV, pool table, or internet cafe. Like us on 
Facebook & check out our services! 


East Gate Liquor Plaza, 
"978-357-3588 next to CVS and Marios | 


20 Main St, N. Reading MA 01864; 


To submit a Calendar article please E-mail 
MiddlesexEast@comcast.net or mail it to P.O. Box 240 Reading, 
MA 01867. Allow seven days for article to appear. 
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SOCIAL CONCERN CINCO DE MAYO AUCTION - 
The Woburn Council of Social Concern’s 25th Auction; Cinco 
de Mayo, “The John McElhiney Memorial Auction”, will be held 
at the Crowne Plaza, 15 Middlesex Canal Road in Woburn on 
Friday, May 3 at 6 p.m. Ske 
$35 per person. Tickets sold in advance. No tickets sold at the 
door. Buffet dinner, cash bar, silent and live auction. ike 
To order tickets call Mary at 781-935-6495, x 209 or Dean at x 
Sports memorabilia, theatre tickets, sporting events, restau- 
rants and gift certificates of all kinds and much more... ; 


THIS SUNDAY WALK THE MIDDLESEX CANAL Bs 
On Sunday May 5 at 1:30 p.m. a round-trip of three miles 
along some of the best remnants of the Middlesex Canal will 
begin at the Town Park, 759 Main Street (Rte. 38) in 
Wilmington. The Town Park is on the left. ing 
Walkers will cross Maple Meadow Brook on boards. Tea and 
cookies at Patches Pond. The leader is Rober.Winters. | . 


“A TASTE OF SPRING” HELPS SUPPORT DISABLED - 

This year, NuPath’s 16th annual “A Taste of Spring” will be 
held at the Crowne Plaza on Wednesday, May 15 from 6 - 8 p.m. 
Join in at 5:30 to peruse raffle items . 3 

The event boasts a delicious array of samplings from 25-l6eal 
eateries. A $25 donation per ticket grants the guest entry into an 
evening celebration that helps support 350 adults with develop- 
mental disabilities and autism. ware 

For tickets contact Tricia Botnovean at NuPath at 781-935- 
7057. tig Te 


PRESERVATION MONTH PROGRAM IN STONEHAM ~' - 
To commemorate Preservation Month, the Stoneham 
Historical Society and Historical Commission are pleased ‘to 
offer a special presentation open to the public and free. °°“ *: 
Stephen Kenney, PhD and Director will be the special guest 
speaker at the Thursday, May 9 meeting. Fae 
According to Kenney, “the museum displays rare national 
treasures, including John Winthrop’s charter for the MA Bay 
Colony, the 1789 MA copy of the Bill of Rights, and Paul Revere’s 
copper engraving plate depicting the Boston Massacre.” - ° 
The meeting takes place at the Historical Society Meeting 
Hall, 36 William Street. Doors open at 7:15 p.m. to enjoy the 
many exhibits. There will be a business meeting at 7:45 followed 
by the program. tA 
For more information call 781-832-2196. oe 


BOWL-A-THON FOR BOYS AND GIRLS CLUB MAY 19 
A Bowl-a-thon to benefit the Stoneham Boys and Girls Club 
will be held on Sunday, May 19 from 10 a.m. to 1 p.m. at'the 
Wakefield Bowladrome, 92 Water Street in Wakefield. 
To register call the club at 781-438-6770. 


FUNDRAISER FOR MARC FUCARILE THURSDAY, MAY 16 

A fundraiser will be held for Boston Marathon bombing sur- 
vivor Mare Fucarile of Stoneham on Thursday, May 16 from 7 
p.m. to 12:30 a.m. at the Tanner Tavern, Main Street in Woburn 
Center. ; 

There will be guest bartenders, raffles and more to raise 
money for Marc’s recovery fund. For more information visit 
marcfucarile.azurewebsites.not. : 


STONEHAM FUNDRAISER FOR VICTIMS MAY 24 4 
A fundraiser will be held for Stoneham Marathon victims on 
Friday, May 24 at the Montvale Plaza, 54 Montvale Avent 
Stoneham from 6 - 11 p.m. : 
Live music, food and raffles. $10 at the door. 100% of proceeds 
will benefit the local victims. 4 
Questions? Please call Kery Sinclair at 781-727-3310 or Shawn 
Thomas at 339-235-9888. ° * 
AMERICAN SONGBOOK CONCERT FRIDAY BY NRCC - 
The North Reading Community Chorale invites music lovers 
to enjoy its American Songbook Concert. x 
This year’s performances feature music by Leonard 
Bernstein, Jerome Kern, Cole Porter, Stephen Foster: and 
George and Ira Gershwin. re 
The dates are Friday and Saturday, May 3 and 4 at 7:30 p.m. 
at the Aldersgate United Methodist Church, 235 Park Street in 
North Reading. ae 
Tickets are $15 for general admission and $12 for students 
and seniors. For more information, or tickets call 978-664-1800 or 
visit www.nrcc.us. : 3 


WEEKEND SCHEDULE 


May 4,5,11,12 & 18 | Sat & Sun |5 Days 8:00a-2:30p 
June 8,9, 15,16 &22 | Sat&Sun [5Days — |8:00a-2:30p © 


WEEKDAY SCHEDULE 


May 6 - May 16 
May 20 - May 30 


DRIVING SCHOOL 


Mon-Thurs 5:1 5p-9:00p 


5156909 | 
June 3 - June 13 5:1 5p-9:00p : 


agganis.com}! 
781.944.166 
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Thursday, May 9 at Historical Society 
‘Preservation Month 
talk on Mass. history 


To commemorate Preser- 
~ vation Month, the Stoneham 
‘Historical . Society and 
Historical Commission are 
pleased to offer a special pres- 
entation open to the public 

’ and free. 

* The Commonwealth is for- 
“tinate to have a museum 
housing a “state of the art 
*~ exhibit on Massachusetts his- 
_ tory”. 

> Stephen Kenney, PhD and 
Director, will be the special 
*piiest speaker at the 
- Thursday, May 9th meeting. 
Mr. Kenney will present a 
powerpoint lecture that will 
4 (aptivate all who attend. 

’ According to Kenney, “the 
“museum displays rare nation- 
““al' treasures, including John 

. Winthrop’s charter for the MA 

b Bay Colony, the 1789 MA copy 
of the Bill of Rights, and Paul 
Revere’s copper engraving 


plate depicting the Boston 
Massacre” and much more. 

The meeting takes place at 
the Historical Society Meeting 
Hall on 36 William Street 
(across from the historic 
brick school building). 

Doors open at 7:15 PM to 
enjoy the many exhibits. 
There will be a business meet- 
ing at 7:45 PM which will 
include elections of Officers 
for the upcoming 2-year term 
followed by the program. 


The Stoneham Historical 
Society is an all volunteer 
501(c)3 nonprofit group dedi- 
cated to “Pride in our past; 
Faith in our future” since 1922. 
Persons interested in mem- 
bership, upcoming events, the 
collection, research, volun- 
teering or other may visit 
www.stonehamhistory.webs.co 
m or phone 781-832-2196. 


:“Wally the Green Monster” 


"RED SOX “Wally the 
“Green Monster™ is coming to 
-@Stoneham on Saturday, May 4. 
He will be at the Health & 
Wellness Expo at the 
» Stoneham Middle School from 
gil:Q0am until 12:45pm to meet 
q kids ‘and take pictures with 
* them and their families. Wally 
as: part of a full line-up of 
- entertainment on Saturday. 
‘sy , Kicking off at 9:00am will 
;be the Stoneham High School 
2'dazz Ensemble, followed by a 
Stoneham Cheerleading Team 
performance at 9:30am. 
af Younger children will 
odelight in a 10:00am reading 
and safety performance by 
Stoneham Police Depart- 
ment’s Officer Ryan . and 
_ - Officer McGruff which follows 
athe popular children’s book 
Gloria and Officer Buckle”. 
At 10:30am, teachers from 
Winchester Community Music 
School will engage youngsters 


vat: Health Expo Saturday 


in an interactive demonstra- 
tion on the benefits of music 
and movement for young chil- 
dren. Wally the Green 
Monster joins the Expo at 
11:00am until 12:45pm. 
Following Wally the Green 
Monster™ at 1:00pm is a 
Zumba performance by Kia 
Katchar, Belly Dancing by 
Stoneham’s own Dorthea and 
her Chakra Belly Dance 


Wally 
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781-221-2189 
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PLAN COMES TOGETHER 
(BURLINGTON) 

“The Planning Board 
approved the  Lisciotti 
Development Corporation’s 
request for three special per- 
mit applications and one site 
plan for the 201 Middlesex 
Turnpike property across the 
street from the fire sub-station 
on Terrace Hall Ave.,” notes 
the Burlington edition of the 
“Daily Times Chronicle.” 

“.The 201 Middlesex 
Turnpike property currently 
consists of two Bank of 
America drive-thru ATMs. 

“The plan is to put in a 
10,000 square foot building 
with a drive-thru restaurant 
window and a single, stand- 
alone drive-thru bank ATM. 
Improvements in the site’s 
landscape, drainage and light- 
ing are a big part of the site 
plan as the property currently 
consists of 100 percent imper- 
vious surface. 

“The only confirmed ten- 
ant is a Starbucks Coffee Shop 
which would have the drive- 
thru restaurant aspect on the 
site. 

“ two of the four current 
curb-cuts which currently 
exist on the site will be elimi- 
nated and the driveways will 
be modified. This will open up 
space on the property for 
ample site circulation. 

“Additionally, there will be 
trees, shrubbery, and a deco- 
rative stone wall included on 
the site plan. There is a possi- 
bility of outdoor seating that 
may be implemented in the 
future... 

“'..The Starbucks will only 
make up 1,800 square feet of 
the 10,000 square foot building, 
which means that Lisciotti 
will be looking to add at least 
one or two tenants ... 

“This plan has less of an 
impact to the neighborhood,” 
Planning Director Kristin 
Kassner affirmed... 

“Member Clerk Barbara 
L'Heureux spoke on behalf of 


_ om 


Erin Lane,’ 
Client 


215 Main St. 
Wilmington Crossing 
WILMINGTON 
978-657-8080 


470 Main St. 


WAKEFIELD 
781-245-4000 
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About the Cowns 


DRIVING THROUGH, FOR ALL INTENTS, STEM TO STERN 


most of the board when she 
expressed her reasoning for 
voting in favor of the plan. 

“This proposal is a benefit 
to the community because 
there are no other banks on 
that side of town; she said. 
‘The current site is a horrible 
eye-sore and this project is 
going to be better’ 

“..The Planning Board 
voted 6-0-1 in favor of the 
three special permits and the 
one site, plan. Vice Chairman 
Jack Kelly abstained.” 


GOING OLD SCHOOL 
(READING) 

“In a joint session..., the 
School Committee and Board 
of Selectmen unanimously 
approved the language in a 
Letter of Intent, announcing 
the town’s plan to purchase 
the old St. Agnes School build- 
ing to create a new full-time 
kindergarten center,” notes 
the Reading edition of. the 
“Daily Times Chronicle.” 

“The Letter of Intent to 
purchase the property, located 
at 172A Woburn Street, was 
the sole purpose of the joint 
meeting, ... at Town Hall. 
Based on the language ... in 
the letter, the town would pur- 
chase the property from the 
Archdiocese of Boston for the 
asking price of $1.4 million. 

“We looked at available 
options for space, and the best 
option from both the town and 


educational perspectives was 


to look at an existing building 
and. renovate it? said 
Superintendent John Doherty. 
Doherty said that program- 


ming changes made through- 
out the district in recent years 


-have caused there to be less 


space in Reading’s elemen- 
tary school buildings. 

“The town and the 
Archdiocese would only enter 
into the purchase and sale 
agreement if the necessary 
funding for the purchase is 
secured from Town Meeting 
Members and voters. The 
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project will be discussed at a 
Town Meeting session in 
September, with a Special 
Election likely occuring in 
late September or in October. 


“Town officials have 
pegged a preliminary closing 
date for the sale as Nov. 1, 
2013... q 

“The Letter of Intent met 
with unanimous approval 
from both the Board of 
Selectmen and the School 
Committee. 

“The school located at the 
property has been closed 
sonce 1970, due to a lack of 
staff...In 1982 the parish and 
the Archdiocese leased the 
building to Reading 
Gymnastics Academy, Inc., 
which continues to this day. 
The lease runs out this sum- 
mer....” 


STEM’S IN BLOOM 


(WILMINGTON) 
Residents, parents, and 
especially students were 


invited to Wilmington Middle 
School Café in April for the 
second annual STEM Night. 
Last year’s inaugural event 
was a “smashing success,” 
and this year promised more 


EBW 


Since 1996, EBW Coin has been 


buying and selling coins, currency, 


gold, silver and other bullion— 


From single coins, to large hoards. 


competitive prices 
e 


estate appraisals 
e 


investment portfolios 


by Phyllis Nissen 


of the same. 

“STEM stands for Science, 
Technology, Engineering, and 
Math and represents a focus 
for curriculum development 
for twenty-first century learn- 
ing,” notes the Wilmington 
“Town Crier.” 

“The recent event offered 
hands-on learning experienées 
in earth, physical, and life sci- 
ences and technology... ¢ : 

“Organizers Lisa Ippolito 
and Kate Burnham thanlg the 
Wilmington Education 
Foundation (WEF) for fynd- 
ing the evening through a*cur- 
riculum grant.” 4: 


“About the Towns” covers 
recent events in the 10-town 
Middlesex East area. Because 
Middlesex East deadlines are 
early, please check the front 
sections of this paper or look 
on line for up-to-date informa- 
tion about your city or town. 


We also welcome original 
material - please send it* to 


Phyllis Nissen, "About the 
Towns," Middlesex ast 
Supplement, Box 240, 


Reading, MA 01867 or. - “to: 
schooltowns@comcast. net,” 


Email or call today to set up an appointment. : 
Wilmington office hours by appointment only. ae 
(978) 658-0160 © - 


www.ebwcoin.com 


¢ Customer Service 


¢ Value Based Pricing & Savings 
¢ All Major Br ands 


150-J NEW BOSTON ST., WOBURN) 


One Week OnLy 
O'h or EVERY 


SALE DONATED TO 


We’ll walk you through 
every step of your 


Vinvi 
FLOORING 


GRANITE 
Counters 


Winbow 
TREATMENTS 


ernie@ebwcoin.com » 


he: BGR Cys Bee J 


THE ONE FUND 


BOSTON | 2013 


Woop 
FLOORING 


Million and a half points machine made’ 


Retail 


5x7 $329 
8x11 $599 
9x12 $699 


Sizes approx. 


Our Price 
Wholesale 


$229 
$399 
$499 


Call 1-SOO-NEW LOOK 


For Information or a Free In-home Consultation 


12 Months Interest 


FREE Financing 


~ 
n 
w 


781-381-1793 


www. horizoninteriorsilc.com 


Au WOBURN MALL 


JM 


TJ Max 
Market Basket 


150-J New Boston St., Woburn 
Exit 36 Off Rte. 128. Left at Woburn Mall 


be 
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*MIDDLESEX EAST 
SPORTS WEEKLY 
TRIVIA: 

What Hall of Fame ath- 
lete was drafted by four 
teams in three different 
- Sports? 

-~f Answer appears else- 
where in this column. 


"Colgate Athletics recog- 
nized a season worth of 
accomplishes during its 
annual All-Sports Banquet 

~ in Cotterell Court recently. 
‘A crowd of more than 650 
welcomed U.S. Women's 
Soccer National Team 
. Standout Abby Wambach as 
the featured speaker. 
Wambach is a five-time win- 
ner of the U.S. Soccer 
Federation's Soccer Female 
Athlete of the Year, and the 
- Colgate student-athlete con- 
_ tingent enjoyed hearing the 
: Olympian’ S message. 
“<" “My message to this 
‘group is that they get to 
choose their path,” 
‘Wambach said. “The rest of 
“their life is ahead of them 
and the decisions that they 
eontinue to make from this 
» point forward will: end up 
shaping a life that they 
either want to live or. don't. 

“What you will learn in a 

‘eollege athletic environ- 
‘mient will give you that leg 
“up on the competition, on 
. getting that one job. 
Because you've dealt with 
that controversy, you've 
dealt with differences, 
you've dealt with 
heartache.” 

Among 483 student-ath- 
letes, two-were selected as 


aA 


Year - seniors Peter Baum 
from men's lacrosse and 
Jillian Kinter from women's 


“ Colgate's Athletes of the- 


soccer. 

The Raiders not only 
shined in athletics this year, 
they also continued to show 
why Colgate is one of the 
top academic universities in 
the country. Senior captains 


JAMES UEENEY 
(READING, MEN'S 


LACROSSE) and Michelle 
McCarthy (volleyball) were 
selected as Colgate's 
Scholar-Athletes of the 
Year. 

Queeney is a two-year 
captain and four-year letter- 
man from Reading. The 
defensive leader was named 
this week to the Academic 
All-Patriot League Team for 
the third straight year. 


¢Need some help with the 
trivia question? ‘His initials 
are D.W. 


eOn Saturday, May 4th, 
MARY JANE FIETZE, A 
RESIDENT OF 
BURLINGTON SINCE 
1999 and has been a mem- 
ber of the Disability Access 
Commission in Burlington 
since 2001. She was a third- 
generation Lexingtonian, 
graduate of Lexington High 
School '79, and Regis 
College '83, will support 
returning Iraq and 
Afghanistan veterans and 
their families by participat- 
ing in the 4th annual Run- 
Walk to Home _ Base 
Presented by New Balance. 
The event raises funds for 


IS IT TIME TO CHECK YOUR EYES? 


Do you have Blurry Vision or need a Glaucoma check? 
Visit Us Now ’ 


North Shore Ophthalmologists and 
Advanced Glaucoma Specialists 


Mark A. Latina, M.D. 
Cataract, Glaucoma Specialist and 
Inventor of Glaucoma Laser Treatment 


Vicki S. Kvedar, M.D. 
Comprehensive and Pediatric Ophthalmology 


Vindu Sharda, O.D. 
Comprehensive Eye Exams and Contacts Lens Specialist 


Accepting New Patients 


ee ‘Health Center 


Pond eadow Dr, #203 


781-942-9876 


New England Small Circle Jujitsu 


2 Merrill St., Woburn 
781-932-9366 


The fun starts with 


. Ed Melaugh’s JuJitsu 


e Respected leader in 
the martial arts 

¢ Find out what we can 
do for your child 

¢ Get great results 

¢ Affordable 

¢ Learn effective self 

defense 


the Red Sox Foundation and 
Massachusetts General 
Hospital Home Base 
Program. Home Base 
serves returning Iraq and 
Afghanistan veterans and 
families affected by Post 
Traumatic Stress and 
Traumatic Brain Injury 
through clinical care, com- 
munity education and 
research. 


Mary Jane Fietze, who 


has lived with Multiple 
Sclerosis for 23 years, is 
wheeling on a hand-cycle, 
loaned by the Achilles Team 
from NYC, used in the 
Boston Marathon 2013. The 
wheelchair division and 
hand cycle division departs 
earlier than the marathon's 
runner divisions, thus they 
were not, physically, affect- 
ed by horrific events of that 
day. 

Mary Jane is participat- 
ing to say “Thank you” to 
those returning wounded 
warriors. “They served us - 
now it is time to serve them. 
I am running with Team 
BoSox Club - The Official 
Booster Club of the Boston 
Red Sox since 1967.” Mary 
Jane is a new board mem- 
ber of the BoSox Club 
Traditionally, the BoSox 
Club has raised funds both 
inside and outside its mem- 
bership to support many 
worthy causes including the 
Red Sox Foundation, the 
Jimmy Fund, and New 
England amateur baseball 
organizations. To donate to 


= *Mary Jane Fietze of Team 


BoSox Club please go to: 
http: //www.runtohome- 
base. org/2013runtohome- 


base/BoSoxMJ 


The Run-Walk to Home 
Base Presented by New 
Balance starts and ends in 
historic Fenway Park with 
all runners crossing home 
plate at the finish line. Last 
year, approximately 3,000 
runners and walkers partic- 
ipated, including 500 active 
duty military participants. 

eSenior Tyler Toyfair 
(Agawam, Mass.) dazzled 
on the mound, tossing seven 
innings of one-run ball as 
UMass Lowell came away 
with a big 13-2 win over 
Merrimack College in game 
one of a double-header in 
Lowell, Mass. 

UMass Lowell fell behind 
in the first inning when 
Mark O'Flynn grounded out 
to second, forcing in Casey 
Cotter and giving the 
Warriors a 1-0 advantage. 

However, the lead would 
be short lived. 


After tying the game at 
one in the third inning, 
UMass Lowell blew the 
game open with six runs in 
the fifth inning, highlighted 
by a two-run homer off the 
bat of senior James 
Katsiroubas (Milton, 
Mass. ). 

After a 13 run output in 
game one, UMass Lowell 
struggled to get the bats 
going as the River Hawks 
dropped the back-end of the 
double-header with 
Merrimack, 7-4. 

Merrimack jumped on 
the board in the first inning 
when Joe Mantoni launched 
a two-out, two-run shot over 
the left field wall, giving the 
Warriors an early 2-0 lead. 

UMass Lowell closed the 
gap in the third inning when 
freshman Matt Mottola 
(Newburyport, Mass.) laced 
an RBI single, allowing 


SENIOR PAT DEVLIN ‘ 


(TEWKSBURY, MASS.) to 
score. 


eANSWER TO THIS 
WEEK’S _TRIVIA QUES- 
TION: Dave Winfield (San 
Diego Padres, Utah Stars, 
Atlanta Hawks, Minnesota 
Vikings). 


Kids 
vitamin 
deficiency 
signs 


A healthy diet is sup- 
posed to provide all of the 
essential vitamins and min- 
erals necessary to sustain a 
body. But thanks to finicky 
eating habits’ and: limited 
choices, many ‘children are 
not getting the vitamins and 
minerals they need to grow 
up healthy. Although many 
foods are fortified with cer- 
tain vitamins, they still may 
not be enough to provide 
the level of nutrition 
required for a growing 
body. Parents may be well 
informed of a child's needs 
of vitamin C to boost 
immune system function, 
but they may not be as 
readily informed about 
other vitamins that are 
essential to human health. 

* Vitamin A: Vitamin A 
promotes a healthy immune 
system and proper eyesight 
function. A child lacking in 
vitamin A may be tired and 
weak and experience weight 
loss. Other symptoms 
include dry eyes, skin scal- 
ing and respiratory infec- 
tions. 

i Vitamin 
Hyperactivity and impul- 
siveness are often blamed 
on an underlying medical 
condition, such as ADHD. 
But such conditions may be 
the result of a deficiency in 
vitamin B6. 

* Vitamin B12: Nervous 
system function is largely 
governed by proper levels of 
vitamin B12. Children who 
do not receive enough vita- 
min B12 may experience 
weakness, insomnia, 
edema, and abdominal 


* Vitamin D: Vitamin D 
is called the "sunshine vita- 
min" because it is produced 
in the body after exposure 
to the sun. Children who 
spend many hours indoors 
or wearing thick layers of 
sunscreen may not get 
enough vitamin LO 
Irritability, muscle cramps 
and even late teething could 
be tied to vitamin D defi- 
ciency. 


Parents should consult 
with pediatricians about the 


proper levels of vitamins 


children need. 


Bé6: 


Weekly 


bie NaueHere 


RECIPE 


Feature 


Food.HomeNewsHere.com — 


Maple Cured Baked Salmon. 


Jim Bailey, the Yankee 
Chef, has had cooking in 
his family for three genera- 
tions. This recipe video 


the Yankee 
Chef’s cured, — baked 
salmon. Curing fish and 
meat is something that has 
been around for hundreds 
of years, and Bailey has 
put his own twist on it. 


highlights 


Using ingredients close 
to home, this recipe may 


hole salmon fillets 
‘cup salt 
up maple syrup 


aspoon pepper 


eae ee 


differ from typical cures. Bailey uses natural maple syrup 


to add a hint of sweetness to 
sit in the refrigerator for one 


his cure, before allowing it to 
hour. Maple has been a tradi- 


tional ingredient in American cuisine for centuries. The 
Native Americans were processing and using maple sugar 
well before the Europeans ever arrived on the scene. 


This Yankee cure consists of only a few ingredients 
including maple syrup, salt and “peppah, that’s how we say 


it here in New England,” Bailey jokes. 


Yankee cure without maple 
chef is famous for. After the 


It wouldn’t be a 
syrup, and that is what this 
salmon has cured, it is baked 


for 8-10 minutes, and works well as a main dish, topping for 


salads or in fish chowder. . 


INSTRUCTIONS 


1. Prepare the cure by 
combining salt, pepper, 
and maple syrup, in a 
medium bowl. 


cure. 


3. Place the coated 
salmon in the refrigera- 
tor. Allow the fillets to sit 
in the refrigerator for one 
hour. 


4. Preheat the oven to 
350°F 


5. Bake the salmon for 


8-10 minutes. 


See the video on our 7a 
_food.homenewshere.com 


2. Coat the salmon fillets on both sides with the 


425 Rear Broadway, (Rte. |) Saugus 781-231-I111 


Adjacent to Taco Bell, Papa Gi 
Wwww.rolier-world.com 


BOSTON 
STRONG 


no, Kentucky Chicken & Kohl's 


SPeanrreree 


‘|'Experienced Cook 


‘| -This position is responsible for preparing 

‘| degree or equivalent, and prior cooking 

>| <Pet Diem - Woburn 

-| “Must be a team player and reliable. Training 


. -wWw.greatrehabcareers.com 
rf @r ENGLAND 
X REHABILITATION HOSPITAL 
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Independent 


Lynnfield Villager, No. Reading Transcript, Wilmington.& Tewksbury Town Crier, Stoneham 


Part-time 


Full-time - Woburn 


“meals in accordance with federal, state, and 
-lQcal regulations, as well as company policy. 
“Minimum qualifications include a high school 


experience in a healthcare setting preferred. 
Food Service Aide 


Candidates must be able to follow recipes, 
possess effective communication skills, and 
-demonstrate good customer service skills. 


will be provided. 


If interested, please apply online at: 


‘Nancy Kerrigan 


and Colleges 


Burlington, MA 01803 
FiveSrar®QuaLiry CARE 


nkerrigan@neasc.org 


eevee 


-: Careers with you in mind. 


EOE 


(30 ;Walpole Outdoors. 


years 


Entry Level Installers 


WILMINGTON @ FULL-TIME 
LEARN A TRADE 


Walpole Outdoors located in Wilmington, MA is currently 
seeking a full time, entry level installer of outdoor products 
to assume the day shift on a permanent basis. Salary is 
market competitive and commensurate with experience. 

_ We offer full medical, 401K, and an incentive plan. 


Stop by and fill out an application 
or email application to: - 
> Steve Schultz at steve,schultz@walpolewood.net 
168 Lowell St., Wilmington, MA 
We are an Equal Opportunity Employer. 


walpolewoodworkers.com 


= bev ld cata ite ssn en ze - 
. ~ Weare seeking the following positions: : 


‘ LPN Clinical Support Nurses fulltimeto iefoce vit an swede tnclleaet 
to patients, physicians and clinicians as an adjunct to the clinical management team. Requires strong clini- 
cal and customer relation skills. 


RN Community Health Case Managers fuiltime, manage a caseload of 
patients in a specific geographic area. 


RN Weekend Baylor: negotiable hours. 
RN Evening Position: rexibie parttime. 
. Speech Therapist: Hexibie hours. 
' Hospice Residence: 
© LPNS Per diem position © CNAS Fulltime day position * CNAS Per diem position 


Physical Therapist: Flexible hours, benefited or per visit. 
| We provide an extensive orientation for all our positions, 


Please contact: Laurie Marcotte, HR Manager, 607 North Ave., Suite 17, Wakefield, MA01880 
Tel: 339-219-0007, Fax resume: 781-224-9867, E-mail resume: Imarcotte@vnaofme.org EOE 


Administrative 
Assistant Position 


New England regional accrediting association 
seeks a part-time Administrative Assistant. The in- 
dividual will work primarily with the Executive As- 
sistant to the Director and will assist with the 
day-to-day operations of the Commission on Inde- 
pendent Schools. Applicants should have a broad 
array of office skills, including word processing; 
knowledge of Microsoft office applications and data 
entry; strong communication and interpersonal 
skills; and the ability to prioritize and complete mul- 
tiple tasks in an efficient and competent manner. 
Accuracy and attention to detail are essential. Spe- 
cial consideration will be given to those with signif- 
icant experience in an office setting. 

Competitive salary and excellent benefits. 


Please submit resumes and letters of interest to: 


Executive Assistant to the Director 
Commission on Independent Schools 
New England Association of Schools 


3 Burlington Woods Drive, Suite 100 


NEASC is an equal opportunity employer 


PART TIME 
DRIVER 


Monday - Friday 
Afternoons 1:30-3:00 
Hour and half each day. 
Starts in Woburn. Must have own car. 
Clean Record. Call 781-944-2200 


Reach potential employees 
With your Job Mart Ad 


- CALL- 


_-781- 944-2200 or 781-933-3700 


LIVING ASSISTANCE SERVICES 


Visiting Angels, one of the nation’s leading home 
care agencies, is seeking qualified experienced 


CAREGIVERS 


In Woburn, Winchester and Burlington 


We provide non-medical home care services to our 
clients including: companionship, personal care, as- 
sistance with bathing, light housekeeping, meal 
preparation and transportation. Caregivers are 
needed for day and night time hourly shifts. Quali- 
fied applicants. must have car, valid driver’s license 
and internet access. If you are a compassionate 
caregiver looking for a pleasant working environ- 
ment, growth opportunities and competitive wages, 
please call us NOW at: 


978-788-9400 


Co-Director - Local Food Pantry 


Part Time Position, flexible hours. 1-3 years 
of experience in a food pantry is preferred 
but not required. Must be proficient in Micro- 
soft Word and Excel; have excellent com- 
munication, problem solving and people 
skills. Experience recruiting, training and su- 


pervising of volunteer staff. Some heavy lift- 
ing required. If interested, submit resume 
and cover letter before May 8th to: 


P. 0. Box 343, Burlington, MA 01803 
jtitzgerald@peoplehelpingpeopleinc.org 


SEEKING Apmissions Recruiters! 


Open Recruitment and Information Sessions 


Please join us at one of our open recruitment 
and information sessions to learn more about 
this exciting career opportunity. 


iTT Technical institute ITT 


200 Ballardvale St. 
Building |, Suite 200 
Wilmington, MA 01887 


Our Admissions Recruiters interview potential 
students to assess their educational needs and explain 
the benefits and objectives of our programs. A 
bachelor’s degree or a minimum of two years direct 
sales experience in recruitment or other intangible 
sales is required. This position is full time, and requires 
the ability to work weekday evenings and some 
Saturdays. Please be prepared and bring a copy of 
your most recent resume with you. 

If you plan to attend, please RSVP to 
ndowling@itt-tech.edu 
If you are unable to attend, but wish to learn more 
about this exciting career opportunity, please visit our 
website at itt-tech.edu. 
Sessions will be held according to the 
following schedule: 
Friday, April 5 12:00 noon to 01:00 p.m. | 
Thursday, April11 05:00 p.m. to 06:00 p.m. 
Wednesday, April 17 10:00 a.m. to 11:00 a.m. 
Tuesday, April 23 08:00 a.m. to 09:00 a.m. 
Monday, April 29 06:00 p.m. to 07:00 p.m. 
Equal Opportunity Employer 
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Reading Municipal L ight Department 


RELIABLE POWER EOR GPNERATIONS 


Legal Notice 
IFB 2013-34 


The Reading Municipal Light Department is extending an in- 
vitation to submit bids for: 


Sicame Groove Connectors 
The Reading Municipal Light Department will receive sealed 
bids until 11:00 a.m., Thursday, May 16, 2013 at 230 Ash 
Street, Reading, Massachusetts, 01867. Bids will then’ be 
opened and unless obviously non-responsive, read aloud pub- 
licly. Bids received after the time of announced opening will 
not be accepted. 


Bid documents and bid forms may be obtained from the Put- 
chasing Department, Reading Municipal Light Department, 
230 Ash Street, Reading, Massachusetts, 01867. For questions 
or further information, please contact Marianne Fabbri at 78 I . 
942-6430. 2 
Bid security in the amount of five (5) percent of the bid must 
accompany the bid. 

The Reading Municipal Light Department reserves the right 
to reject any and all bids, including and without limitation the 
right to reject any or all non-responsive, unbalanced or condj- 
tional bids, and to reject any bid of any bidder if the Readirig 
Municipal Light Department believes that it would not be in 
the best interest of the project to make the award to that bidder. 
Reading Municipal Light Department also reserves the right 
to waive any informalities not involving price, time or changes 
to the work. a4 


Contracts or Agreements will not be entered into until after the 
approval of the Reading Municipal Light Board. Agreements 
will not be valid or binding until duly executed via contract or 
purchase order signed by an authorized representative of the 
RMLD. : we 


RMLD will process bids promptly. However, RMLD will not 
be liable for any delays in acting on a bid. 
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Reading Municipal Light Department 


RELIABLE POWER FOR | GENERATIONS 


INVITATION FOR BID 
IFB 2013-30 


The Reading Municipal Light Department is extending an invi- 
tation to submit bids for: 


Two (2) Surplus 7,500/8,400/10,500 K VA Substation Trans- 
formers 


The Reading Municipal Light Department will receive sealed 
bids until 11:00 a.m., Thursday, May 16, 2013 at 230 Ash: 
Street, Reading, Massachusetts, 01867. Bids will then be 
opened and unless obviously non-responsive, read aloud pub- 
licly. Bids received after the time of announced opening will 
not be accepted. 


- Bid documents and bid forms may be obtained from the Pur- 


chasing Department, Reading Municipal Light Department, 
230.Ash Street, Reading, Massachusetts, 01867. For questions 
or further information, please contact Marianne Fabbri at 781- 
942-6430. 


Bids must be accompanied by a certified or bank check in the 
amount of 10 % of the total bid price. 


The Reading Municipal Light Department reserves the right to 
reject any and all bids, including and without limitation the 
right to reject any or all non-responsive, unbalanced or coridi- 
tional bids, and to reject any bid if the Reading Municipal Light 
Department believes that it is in the best public interest to do 
my 
Reading Municipal Light Department also reserves the right to 
waive any informalities not involving price, time or changes to 
the work. . ; 


Contracts or Agreements will not be entered into until after the 
approval of the Reading Municipal Light Board. Agreements 
will not be valid or binding until duly executed via contract or 
purchase order signed by an authorized representative of the 
RMLD. 


RMLD will process bids promptly. However, RMLD will not 
be liable for any delays in acting on a bid. 
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Promotional Products 


business — entertain- 
decorative give-a- 
and corporate 
promotions with your 
company logo. Call 
Haggerty Marketing 
781-935-5220 


for 


0070 

Cleaning by Renata 
Alves. Commercial & 
residential. Great clean- 
ing for a great price. 
Great ref’s. Free est. 
Call 781-267-0818. 


CRYSTAL CLEAR 
CLEANING 
Commercial Residen- 
tial 
Guaranteed finest qual- 
ity service. Carpet 
cleaning, floor care. 
Call for free estimates. 

781-279-4814. 


Michelle’s Cleaning 
Come home to a clean 
house! The best house 
cleaning ever. Great 
ref’s. Fully ins. Free est. 
Call 617-957-2573. 


NA’S CLEANING 
Honest, reliable — thor- 
ough home, apartment 
and . office _ cleaning. 
Ref. avail. Free  esti- 
mates. 617-939-8526. 


Fences, Wall & 
0150 
DELLARUSSO 
CONCRETE 
FLOORING 
All types of concrete. 
Patios, walkways, 
stamped concrete 


slabs. FREE EST. Mi- 
chae, . Cell. 781-706- 
9746. 


EAGLE FENCE CO. 
New Installations 
PVC, Wood, Chainlink 
FREE Estimates 
Call David 
781-933-7072 


G. TUMBARELLO 
All types masonry. 
Stairs, walls, chimneys. 
Small jobs welcome. 
Free estimates. Call 
Gary 781-933-6647. 


iene 


HAS YOUR BUILDING 
SHIFTED OR _ SET- 
TLED? Contact Wood- 
ford Brothers Inc, for 
straightening, _leveling, 
foundation and wood 
frame repairs at 1-800- 
OLD-BARN. www.wood 
fordbros.com 


HOUSE DOCTORS 
Handyman Professio- 
nals 
Home improvements / 
cps. Insured.-Bond- 

Lic. #158222. 
housedoc 


tors.com 781-944-7081 


MR. MAINTENANCE 
General const. & renov. 
Additions, kit & baths, 
tile work, decks, win- 
dows, more. 40 yrs svc. 
Free ests.  781-933- 
7543. 
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10 Communities 


peep 
0180 


RETIRED HANDYMAN 

Best Prices - Sm. jobs. 
Carpentry, paintg, firing 
etc. | do it all! Sr. disc. 
Paul 978-657-8891. 
Cell 978-833-2999. 


Home & Commercial 
Decorating 
0190 


Custom Slip Covers 
Guar. to fit. 26 yrs. exp. 
Make old furn. look 
new. Call Joyce 781- 
438-7824. Customer 
provides fabric. 


Landscaping & 
0220 


AVANT GARDNER 
Spring clean-ups, lawn 
maint., mulch, seed, 
sod, fert., shrubs, plant 
design, ‘trees pruned, 
removal, stump. 25 yrs. 
prof. serv. Low rates. 
Rob 781-395-0919. 


LANDSCAPING 
ues clean-up & re- 
moval dethatching, 
lawn renovation, weekly 
mowing, shrub trimming 

781-944-3039 


LAWN MOWING 


$35 any size lawn. 1st- 


time cust. Fertilizing 
grass, lime treatment, 
seeding, 781-944-1840, 


781-368-3150. Michael. 
Miscellaneous 

0240 

SAWMILLS — from — only 
$3997-MAKE & SAVE 
MONEY with your own 
bandmill-Cut lumber 
any dimension. In stock 
ready to ship. FREE In- 
fo / DVD: www.Nor 


woodSawmills.com 1- 
800-578-1363 Ext.300N 


Twinkle, twinkle __ little 
star, how | wonder 
where you _are...PREG- 
NANT AND CONSID- 
ERING ADOPTION? 
Meet a loving adoptive 
Lhe wise S to adopt. 
LIVING XPENSES 
PAID. Call Nancy 1- 
877-402-3678 or Text 
617 285-5605 


Arsenault Painting & 
Bemodelng. Interior & 
Exterior epairs. All 
calls will be answered! 
Call Dan for Free Est. 
781-241-2741 


BRIAN MCGAHAN 
Painting. Interior and 
Exterior. Professional, 
reliable service. Call for 
free estimate. 

781-938-4077 


DAN THE HANDYMAN 

Home Repairs-Paint- 
Paper-Wallboard-Tile & 
More. Free Estimates. 
Call DAN 781-258-5304 


J & B PAINTING 
Interior - Exterior 
Best Rates. Quality 
Work. 30 Years Exp. 
Free Estimates 
781-272-8882 


Paint, Paper 
& Plaster 
0260 


Manny & Son Painting 
Interior/Exterior 
Wallpaper Removal 
Free Est. Low Rates 
Over 37 Yrs. Experience 
781-932-8299 


PAPERHANGER 
Painting and papetiog. 
No job too small. For 
free est. call John Flynn 


at: 
781-662-4841 


VONS PAINTING & 
CARPENTRY- _ Int./Ext. 
Masonry, Roofing, 
Wallpapering, Cleaning. 
FREE Est. Ins. Joe Vo- 
ner 978-657-7873. 


Schools 
0310 


AIRLINES ARE HIR- 
ING-Train for hands on 
Aviation Career. FAA 
approved program. Fi- 
nancial aid if qualified- 
‘job placement _assis- 
tance. Call Aviation In- 
stitute of Maintenance 
877-202-0386 


ATTEND 


COLLEGE 
ONLINE from. home. 
*Medical, *Business, 
*Criminal Justice, *Hos- 
pitality. Job placement 
assistance. Computer 
and ‘Financial Aid _ if 
qualified. SCHEV au- 
thorized. Call 888-216- 
1791 www.CenturaOn 
line.com 


Rubbish & Junk 
e 
0360 


*DOUG’S DISPOSAL* 
You call, we haul. Es- 
tate clean-outs to small 
jobs. Fully insured. 
Free estimates. 

781-438-3518 


Wedding 
0400 
’ WEDDING 
INVITATIONS 
The Daily Times 
Chronicle will provide 
for all your wedding 
needs. You are wel- 
come to take our wed- 
ding album home. over- 
night or use_our online 
invitation catalog at: 


www.yourinvitationplace.co 
m/DailyTimesChronicle 


1987 GLASSTRON 20’ 
Bow Rider. 130 hp. 
Mercruiser in/out board 
just tuned w/galv. trail- 
er. $1950. Jim 1-617- 
510-8785 (cell) Woburn 


Furniture & 
Household Goods 
2080 


ONE pair linen lined 
drapes. 144°x81”. Neu- 
tral color. Paid $750. 
Will sell for $300. Used 
once. 781-729-1795. 


OVAL 15°x30°x4’ 
w/filter & pump. Nds lin- 
er. Pd. $4,000. Askin: 
$500. Women’s _ bla 

rabbit jacket $25. 2 win- 
dow fans. Like new. 
$15/ea. 978-658-9015. 


pool 


Whirlpool, side by side 
refrig. color bisc. w/ ice 
maker; pees elec. 
stove w/ 5_ burners; 
matching _ dishwasher; 
stainless” steel tabletop 
microwave. $1,000 for 
all. Call 781-935-1516 


Miscellaneous 
2110 


LARGE signed Thomas 
Kincaid canvas _ paint- 
ing. $1500/bo. 1- carat 
cluster diamond __ ring. 
$700/bo. 781-281-0478 


Priva Hedges- 
SPRING Blowout Sale! 
6'Arborvitae (cedar) 
Reg.$129 now $59. 
Beautiful, Nursery 
Grown. FREE _Installa- 
tion/FREE Delivery! 
518-536-1367 www.low 
costtrees.com Limited 


Supply 


Wanted To 
2160 mY 


ANTIQUES TO 
COLLECTABLES 
Antiq., furn., glass, ori- 
entals, paintings, . jewel- 
Ty, sterling. 1 pe - entire 
contents. No obligation. 
W. White Jr. 781-933- 

1258 


Wanted To Purchase 
Antiques & Fine Art, 1 
item Or Entire Estate 
Or Collection. Gold, Sil- 
Coins, Jewelry, 
Oriental Glass, 
Lamps, Books, 
Textiles, Paintings, 
Prints. almost anything 
old Evergreen Auctions 
973-818-1100. Email 
evergreenauctions @hot 
mail.com 
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MIDDLESEX EAST 


Wanted To 
2160 ey 


“AUCTION | REAL ES- 
TATE. | BRATTLE- 
BORO, VT - LIQUIDA- 
TION - GAS STATION 
& C-STORE; 1,188+ sf 
Convenience Store; 
1.14 Acres; Online Bid- 
ding Opens: May 21, 
12pm; 10% Buyer's 
Premium. For ‘details & 
terms, __ visit www.tran 
zon.com/AP13032 ; 
Tranzon Auction Prop- 
erties; 866-503-1212; 
Thomas W.  Saturley, 
VT AUC Lic. #057- 
0002223” 


CASH PAID 
WWI-WWII Military An- 
tiqs. 1 pe. or entire col- 
lections. Uniforms, dag- 
gers, head gear, weap- 
ons. 781-953-2632. 


Hand Tools Wanted 
Patternmaker, — carpen- 
ter, sheet metal, machi- 
nist. Planes, — chisels, 
calipers, hammers, 
clamps, anvils. Shop 
lots. 888-405-2007. 


YARD SALES 


North R 
3070 7 


BOOK SALE - FLINT 
MEMORIAL LIBRARY 
Fri. 5/38, 4pm-8pm, Sat. 
5/4, QYam-3pm. Great 

Selections!!! 


Stoneham 
3090 


YARD/MOVING SALE 
Sat. May 4, eee: 
6 wey ee Stone- 
ham. All: kinds. of great 
bargains-new & used 
items. RD Sun, May 5. 


Wakefield 
3110 


Giant Rummage Sale, 
Sat. 5/4, 8 am - 2 pm, 
Americal Civic Center, 
467. Mian St. Hshld. 
items, books, col- 
lectbls., clothing. — All 
proceeds benefit the 
Middlesex Concert 
Band. 


Wil 
3120 


Moving Sale May 4th & fe. 


5th Sat and Sun 8-2. 4 
Gloria Way, Wilmington 
Furn. & housewares 
rain or shine 


MOVING SALE. 3 fam. 
Antigs., collect., tools, 
diving gear, sports, etc. 
Sat. May 4, 9-3 & Sun. 
10-12. 182 Woburn St. 


YARD SALE - Sat. 5/4, 
9a-3p. 33 Allen Park 
Drive. Clothes, shoes, 
toys, hshid. items, air 
hockey tbl., etc. RD 5/5. 


3120 = 


MULTI Family Yard 
Sale, May 4 & 5, Sat 9- 
2, Sun, 9-12, tools, 
bedset, chairs, tables, 
hshdis, clothes, toys 
flooring & more. (Lake 
to Warren to 5 Pearl Ct. 


Woburn 
3140 


YARD. SALE - Sat. 5/4, 
8am-ipm. 1 Pilgrim 
Rd., Woburn: Hsehid. 
items, prof. paint spray- 
er, jewelry & more. 


REAL ESTATE 


religion, 
‘familial 


tus, or any’ intention to 
make any such preference, 
limitation or discrimination. 

This newspaper will not 
knowingly accept any ad- 
vertising for real estate that 
is in violation of the law. 
Our readers are hereby in- 
formed that all dwellings 
advertising in this newspa- 


per are available on an 


toll 
number for the hearing im- 
paired is 1-800-927-9275. 


UPSTATE NY COUN- 
TRYSIDE SPRING 
LAND SALE $5,000 off 
Each Lot 6 AC w/Trout 
Stream: $29,995 3 
AC/So. Tier: $15,995 
5.7 AC On the River: 
$39,995 Beautiful & All 
Guaranteed — Buildable. 
Financing Available.. 
Offers Ends 5/15/13. 
Call Now: 1-800-229- 
www.landand 
camps.com 


Real Estate 
Wanted 


4080 


All Run Down Homes 
Wanted for demo or re- 
hab. Cash buyer, build- 
er. 978-851-4851. 


Wagon. 


Bat’ Times eieeptele 


Real Estate 


~ Wanted 


4080 


LAND/RUN DOWN 
PROPERTIES - 
Best price/quick close. 
978-988-2343 ~ 
rstuart@triton 
management.com 


Apartments & 
Condos 

5010 

STONEHAM: NO FEE 
1 & 2 brm. Nr 93/95. Off 
Main St. Pets ok. D/D, 
ht/hw incl., laundry, ac, 


pkg, balic. From $950. 
Call 617- 547-0026. 


WOBURN - '1BR apt. 
3rd fl., loc. on Montvale 
Ave. $600 incl. hw. 
ist/last mo. rent. NP. 
978-283-0691. 


WOBURN - Lovely 4 rm 
apt., quiet west side. 
Off st. pkg., all utils. incl 
Cable/int. N/P. $1450/ 
mo. 781-935-3238. 


5020 

Wilmington Office 

First Month Free 
Heritage Commons - 
620 sf @ $500 per mo. 
Newly renovated. Call 
rare eae 978- 
815-4116 


www.northeastern 
development.com 


WILMINGTON 
Commercial Garage 
Bay with office 1,170 
s.f. @ $1,236 NNN per 


mo., 
978-815-4116. 
www.northeastern 
development.com 


i 


5080 


SALISBURY BEACH 
Summer Rentals - 
Many cottages & con- 
dos available. Prices 
start at $1,000/wk. Tom 
Saab RE,  978-465- 
5116 or 978-683-6699. 


2010 CHEVY Cobalt 
XFE. Silver, _ manual 
trans., 27K mi., very gd. 
cond. $9,000. 781 99. 
7132. Ask for Jim. 


2009 Lincoln MKZ, V6 
auto, luxury car. 31k 
miles, all power, roomy 
deluxe interior. $17,000 
9Call 78-657-3855. 


2001 FORD Focus 
4 cyl., auto, 
exc. cond. 130k mi. 
$3,750 or Best Off 

er. Call 781-439-0591 


1994 CHEVY Caprice 
Classic. 5.7 Liter V8 
eng. New snow tires, 
tear. Police car $1,200. 
Steve 781-933-5953. 


Autos Wanted 
6050 


$200 to $400 
CASH PAID for 
unwanted vehicles 
DAN’S TOWING and 
AUTO RECYCLING 
978-604-0307 


aa 
pat} Baily Times Chronicle 


UYNNFIELD is Uiteager 


Autos Wanted: < *-. 
6050 “ff 


$$$ UP TO $1,000 $$$ 


Paid for running cars. 
jeeps, vans, truckS. or 
motorcycles. For inip 
Call 978-404- rere we 


Vehides Sale 
6070 Sit 
SNOWMOBILE- | 1999 
Polaris Indy 340ce ‘tour- 
ing w/reverse & ,1985 
Lelan Snowtrailer. Runs 


rt. Very gd con. $800 
10. 781-587-01 56: 


i, Hest 


nents 
+ 

BUSINESS & 
FINANCE. « 


EMPLOYMENT. 


eres g 


Employment 5 a” v ¥ 
Servies& .. 

8020 cies 
THE Times Chrénicte - 
accepts no responsibill- ’ 
ty for ads requiring-fees - 
for services or publica- 
tions. If you have- Fa : 
questions please - call: 
the Classified boca 
ment at 781 933-370D> . - 


French Teens © Need 
Families NOW for this 
Summer. Adopt, a 
French teen 3 ‘weeks 
this summer. Great cul- 
tural experience. Stu- 
dents bring own spend- 
ing money, _ insured. 
Families compensated 
$150 weekly. Email’ Kirn 
TODAY! facehill@com , 
cast.net PLEASE 
HELP! Merci ‘“Beau- 
coup! www.LEC-USA ae 
Heavy Equipment :Op- 
erator Career! 3 .Week 
Hands On __ Training 
School. Bulldozers, 
Backhoes, _ Excavators. 
National — Certifications. 
Lifetime Job Placement 
Assistance. VA Benefits 
Eligible! 1-866-362- 
97 


Company Driver: Solo 
and Team OTR Lanes. 
Sign-On Incentive: So+ 
los-$2000 & Teams: 
$5000. Competitive 
Pay. Great Homietine: 
CDL-A 1 year OTR=& 
Hazmat end. 888-705= 
3217 or apply online’ at 
www.drivenctrans.com 


Drivers! 
Freight 


Exp. — Reefer. 
GREAT PAY/ 
lanes from — PreSque 
Isle, ME, Boston-Le? 
high, PA 800-277- 0212 
orprimeinc.com "> 2 


$ a 

* @ 

SUMMER HELP 

Wanted (Part Time) 
Days/Evenings. _ ‘Office 
and House Cleaner! 
Call 781-273-0484. 


fs 
Wee 


Farm from s-1 | - nae 


servancy, Selectman Johnson's fellow board mem- All the hard work throughout of the summer of 2011 F linker who provided the board with ideas on what 


bers disagreed with him. This lead to the board relent- went for naught. The selectmen couldn't take the could be built on the 11.70 acres the board wants té sell. 
ing, excessing the land, and Town Meeting passing a Abbott plan without the Abbott money. To their credit, The architects provided five options ranging from'15 
warrant article in the fall of 2011 allowing the selectmen _ the board realized they were to blame saying they got units to 47 units and from cottages to townhouses.~ The 
to lease the farmland to the conservancy. what they asked for. smallest option, option 1, offers the lowest impact'on'the 
farm, but also returns the least money. Option 3a fea- 

RFP brings back three Third time is the charm? tures 10 1.5-story single-family cottages built on the 


top and would have.the most impact on the farm:~ 

When stakeholders were given a chance for discus. 
sion, Whitehead said he valued the opinion of archifect 
Harry Dodson, who compiled the different options, espe- 
cially for considering the view sheds from thé farm 
itself. He said he appreciated the low impact opfionis: 

Going over each one, he said option 1 was thé mist 
acceptable, options 2a and 2b could be acceptable “if 
modified, but options 3a and 3b were too dense. He was - 
concerned that with the Abbott permits still valid, the 
town, if it put an RFP out in the summer, would edntif. 
sue to get the Abbott plan. ai 

While abutters didn't necessarily favor one opin 
over another, they called option 3b "Abbott all ‘over 
again." Bais Gt 

As they gather information for a prospective RFP, 
the selectmen have a lot to consider. Do they move for- 
ward quickly with an RFP that could produce a less 
than desirable plan (for less than desirable money) or 
do they wait and ask residents to continue to pay to: keep 
the farmland with the town? 

It seems obvious where the conservancy, sbeinberd of 
the Planning Board and abutters stand. Will the seléct- 
men stand with them or will they produce a third re 
for the Wright-Locke Farm? 


The town tried to move on in the summer of 2011 
when, after Abbott Development couldn’t make the final 
payment, it resubmitted an RFP (Request for 
Proposals) for the 11.70 acres of farmland at Wright 
Locke Farm. 

The first time they put out an RFP, the one Abbott 
responded to, the town chose the highest bidder and not 
the most favorable plan. The second time, knowing 
they'd never get the kind of money Abbott proposed, 
they would choose the best plan for the farm. 

In a legal notice released in October of 2011, it stated 
that the town “will select the most advantageous propos- 
al from a responsive and responsible applicant, taking 
into consideration the evaluation criteria outlined in this 
RFP.” 

Three bidders responded. None came close to pro- 
ducing Abbott's dollar amount, but they all matched 
Abbott's plan. The RFP basically suggested the town 
wanted the Abbott plan (even though it didn't), because 
that would be the easiest to build out as the permits 
were all still active. 

Not surprisingly, seeing as the highest bidder, CMC 
Properties, "only" offered $8M, the selectmen rejected 
all three bids. That means they rejected not only CMC's 
bid, but also Northland Residential's bid of $5M and 
Duffy Properties' bid of $6.5M (or $7.5M if none of the 
units were affordable). 


Following the rejection, stakeholders began to voice 
their opinion that perhaps the selectmen should wait on 
selling the land (or not sell it at all). Vice-chair of the 
conservancy, Sally Quinn, asked the board to hold off for 
five years. 

"It only costs $5 per household to keep the farm," she 
noted. "Delay the RFP for four or five years to come up 
with a better plan. (The farm) will still be there." 

Others, like members of the Planning Board and 
abutters, also favored playing the waiting game. 
Because the town pays relatively little in interest, 
Planning Board member Drew Bottaro said the town 
had time for "elaborate thought." 

Mary McKenna, of the Planning Board, informed the 
selectmen that, as the town is built out, not to develop 
on open space such as the farm.. Instead, she advised 
the board to continue to work in the town center. 

Juli Riemenschneider, of the Design Review 
Committee, agreed with the conservancy to not rush 
into things. She pointed out how difficult the open space 
at the farm is to develop because of deep slopes and the 
need for high/low retaining walls. She said it would cost 
a lot of money. 

Appreciating the feedback, the’ selectmen remain 

undaunted. It has been intoned that the board would 
like to get an RFP out by the summer. To do that, they 
recently heard from architectural planners Dodson & 


7000 income & Invest 
7040 Morigag ae & Loans 

. B000-- Employment: 
8010 Child Care Wanted. 
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Nostalgic porch Rots lofty pode ‘dayont 


‘An old-fashioned wrap- 
around porch welcomes fami- 
ly and friends to the 
Clearheart, an otherwise mod- 
ern home packed with popular 
amenities. Wood  corbels 
accent the three front gables. 
Gently arched windows add 
grace and charm. 

“Inside, cozy niches and 
intriguing ceiling treatments 
abound. In the entry, for 
instance, the ceiling is high 
and vaulted, with natural light 
washing down through the 
overhead dormer. The vault- 
ing here extends into the fam- 
ily.“foom. Display shelves 
overarch the passageways to 
this: large space and the bed- 
room hallway as well. 

The dining area and family 

room. are vaulted while a 9' 
ceiling defines the kitchen 
space. And there's more. A 
lofty: vaulted ceiling adds 
drama and volume to the mas- 
ter suite, and a coffered ceil- 
ing enhances the understated 
elegance of the bayed front 
room, 
- Both secondary bedrooms 
boast window seats with built- 
in storage below. These are 
ideal for curling up with a 
book, displaying prized toys, 
or just plain daydreaming. 

» Display shelves nestle into 
a small alcove in the short 
hallway leading into the mas- 
ter suite. Other noteworthy 
features in this luxurious 


adult, retreat include: a large. 


walk-in closet, dual vanity, 
separately enclosed shower 
and toilet, spa tub, and a built- 
in seat. 

_ Windows fill most of the 
family room's rear wall, pro- 
viding natural illumination on 
all but the darkest days, when 
the fireplace will be most 
appreciated. From the kitchen 
sink, there's a clear view of 
this entire space, plus the 
patio: and beyond. Guests and 
family members will naturally 
gravitate to the raised conver- 
sation bar. 

Stairways near the utility 
roomy lead down to the 
Clearheart's basement and up 
to a large bonus room over an 
exceptionally deep garage. 


W. ally From S-2 


_. “Troupe, and martial arts 
class. demonstrations from 
Bob Lee of Body. Mind 
Systems. 

There will be other activi- 
‘ties throughout the day, com- 
pliments of the Chamber’s 
Expo exhibitors. © These 
-inelude face painting provided 
by- local teens. Please note 
‘that,.all donations will be 
given to the Stoneham 
‘Marathon Victims. Fund to 
benefit Mare Fucarile, Paul 
Norden and JP Norden. Also 
included will be children’s 
healthy lifestyle games and 
sactivities, 


Elements Therapeutic 
.Massage and Redstone 
Chiropractic & Healing 


‘Center, blood sugar and blood 
‘Pressure screenings, facial 
ssun damage screenings from 
the - Melanoma Education 
Foundation, CPR demonstra- 
tions. by Action Ambulance, 
“Ask .the Nutritionists” from 
Stop. & Shop, Winchester 
Hospital Center for Healthy 
Living - including the CHAMP 
pediatric asthma information 
rand activities, and much 
-more. 

- _ In addition to the Health & 
Wellness Expo, the SHS 1982 
‘Beautification Fund will -be 
holding its annual indoor yard 
‘Sale in the middle school cafe- 
teria during the same hours. 
For any additional informa- 
tion, please contact the 
Chamber of Commerce office 
at (781) 438-0001. 


massages by 


15'8" x 14’ 


siecabnn 


Transfers from s-8 


for $272,000 
281 MAIN ST was sold to Caram LLC by Go 
Green LLC for $35,000 

-STONEHAM- 
426 MAIN ST was sold to Ryan S. Corbett & 
Jennifer B. Poskon by Upper Lake Props LP 
for $315,000 
36 SUMMER ST was sold to Diane S. Amaral & 
Roxana N. Zelayandia by Phyllis M. Collins for 
$400,000 
28 WAVERLY ST was sold to Richard K Fallon 
by Daniel P. & Carla M. Zdanowicz for $387,654 


-TEWKSBURY- 
216 APACHE WAY #216 was sold to Diana Ruisi 
by Barry J. & Kathleen M. Sullivan for $213,000 


- 105 APRILS WAY was sold to James J. & Judith 


M. Viola by Topnotch Homes LLC for $620,400 
82 BROWN ST was sold to ECI Const Inc by 
Edward J. & Robin A. Farley for $140,000 

2000 EMERALD CT was sold to Francis J. 
Casey by David M. & Barbara E. Gifford for 
$225,000 

48 FOREST AVE was sold to Jessica M. Irwin 
& Richard J. Maggio by JEF Prop Group LLC 
for $300,000 

24 JEFFERSON RD was sold to John L. & 
Carla Donohue by Hillsmor Const Co Inc for 
$462,000 

56 LAKE ST was sold to Lynne Decost by Ellen 
M. Martel for $280,000 


-WAKEFIELD- 
10 CRESCENT HL was sold to Matthew R. 
Sullivan & Cecilia A. Lamontagne by Stephen & 
Debra J. Gonyeau for $435,000 
13 MAIN ST was sold to Store Master Fund 3 
LLC by Best Friends Pet Care for $1,278,293 


-WILMINGTON- 
201 BLUE JAY CT was sold to Marie D. Belle 
by USA HUD for $210,000 
10 BOND ST was sold to BMC Builders LLC by 
David W. & Arlene K. Fox for $405,000 
10 BRATTLE ST was sold to Robert E. & 
Danielle Delleo by Carol A. Benzing for 
$315,900 
10 FOX RUN DR was sold to Susan M. 
MacKenzie by Peter A. Regan for $425,000 
22 KENWOOD AVE was sold to Blessing V. & 
Rebecca D. Chimwanda by Wayne E. & Cathy 
A. Crawford for $433,000 
20 MAIN ST was sold to MPJ PRops LLC by 
John L. Fullerton FT & David L. Fullerton for 
$172,500 
5 NORTH ST was sold to Homecraft Builders 


Nath © 


COMMONS 
AT ANDOVER 


Sampler 
From S-8 


of Reading. Mr. Weston built 
the house facing south so as to 
get the full effects of the sun 
as heat. Its style was 
Georgian Federal 5 bays and 
two stories. 

According to Weston family 
lore, the first immigrant, John 
Weston, left England and 
stowed away on a ship bound 
for Salem, Ma. 

He worked in Salem and 
made his way to Reading, and 
in 1653 his marriage to Sarah 
Fitch was the first recorded 
marriage in Reading. They 
had eight children, many of 
whom filled important posi- 
tions in town. 

Jabez Weston, who built 
this house, was one of the 
fourth generation of Westons 
in Reading. Born in 1741, he is 
listed as a Revolutionary sol- 
dier, being .a member of a 
training band under Captain 
Thomas Eaton. 


LLC by Bradley C: & Katherine 

A. McCormick for $325,000 

33 OAKRIDGE CIR was sold to 
Matthew D. & Allison A. Flaherty by Susan M. 
MacKenzie for $349,900 


-WINCHESTER- 


25 CAMBRIDGE ST was sold to 25 Cambridge, 


T & Patricia Forcione by Eric Hansen for 
$250,000 

50 GRAYSTONE CIR was sold to Zhen Wang & 
Mugi Li by Duffy Realty LLC for $715,000 

li ROYALSTON AVE was sold to Yi & Ying 
Zhang by 11 Royalston Avenue LLC for 
$1,298,000 

566 S BORDER RD was sold to James C. 
Fantini & Nicole Baltzer by William R. & 
Kristen W. Schofield for $845,000 

33 SHERIDAN CIR was sold to Narotam G. & 
Kanchan N. Retwani by Birch Tree T & Robert 
W. Murray for $972,000 

7 WAINWRIGHT RD #50 was sold to Anthony & 
Fanny Duval by Robert A. Bosinoff for $750,000 


-WOBURN- 
11 BAY ST was sold to Anthony Ferlisi Corp. by 
Hillerest Constr Corp for $700,000 
177 BURLINGTON ST #2 was sold to Michael J. 
Gray & Kristen M. Baranofsky by Jennifer 
Prentiss for $197,000 
108 PEARL ST was sold to Daniel Schmidt & 
Julien Leguen by Arthur J. & Frances 
Burnham for $234,000 
35 PROSPECT ST #211 was sold to Hanscomb 
FCU by Michelle Sauer & Hanscomb FCU for 
$85,000 
40 ROBINSON RD was sold to Brian W. Ham 
by Ellen M. Barch for $373,000 


-LYNNFIELD- 
12 GREENWOOD RD was sold to Alexandera 
S. Doorly by Timothy E. & Brooke M. Paoli for 
$490,000 
12 PARTRIDGE LN #12 was sold to Ellen 
Howlett by Defronzo FT & Richard Defronzo 
for $337,000 
527 SALEM ST was sold to William J. & 
Pamela G. Adams by Windsor Court LLC for 
$700,000 
118 SUMMER ST was sold to William P. & 
Danielle E. Senopoulos by Trudi Fagerlund for 
$459,900 
5 TIMBERHILL LN was sold to Michael A. & 
Molly R. Butter by Ellen Howlett for $442,400 


32 SINGLE FAMILY AND TOWNHOUSE STYLE HOMES 


a eS 


Loe Of Vife style 
: Lyoui OS? 


BECOME A PART OF SOMETHING SPECIAL IN ANDOVER... 
CALL TO RESERVE YOUR NEW HOME TODAY 


888-681-0001 


NORTt 


TFIELD-COMMONS.COM 


ANOTHER QUALITY MURRAY-BUILT COMMUNITY . 


EXCLUSIVELY MARKETED BY 


ev 
SIGNATURE PROPERTIES 


Historians think that a 
grandson of Sarah and John, 
Isaac, left a house near this 
location to this son, Jabez, 
and grandson Abijah, and that 
Jabez tired of sharing a house 
with his nephew’s family and 
so built this home, circa 1779 
on land that he owned. The 
house eventually passed to 
Jabez’s grandson, Reuben, an 
ardent abolitionist, who was 


PREMIER 
REALTY 
GROUP, we. 


credited ‘with helping to build 
Lyceum Hall near the inter- 
section of Ash, Main and 
Haven streets in 1854, possibly 
to secure a meeting place for 


" Abolitionists to hold their anti- 


slavery meetings. 

An Open House will be held 
this Sunday from 1-3pm. The 
home is being offered: at 
$499,900. See our ad below: 


553 Main Street 
Mary Ann Quinn 
781-944-4140 


Sunpay, May 5TH 1-3 PM 


Go Historic: 86 West Street, Reading 
Own a bit of the Area’s History!! This Gracious 8 Rm Antique Colonial is 
known as the Jabez Weston House. Enjoy the 3 bdrms, two full baths, for- 
mal fpld liv & din rms w/beautiful pumpkin wide board flrs. The kitchen is 
large w/a hearth. Office on the Ist flr has a loft, built in bookcases, exposed 
beams & a bow window. Also on the Ist flr is an atrium/sunrm w/tile flr & 
sliders to the beautifully landscaped yd. This property is offered at $499,900. 
Mary Ann Quinn is the Listing Broker and can be reached at 781-9444 ne 


or “617-710-6852, 


OPEN HOUSE. 
Furnished Offices 


Thursday, May 2nd ¢ 4:00-8:00 pm 
4 West Street, Reading 


Located on second floor 


above Mobil on 


Reading/Woburn line 


5 Suites Available 


140-525sf * $500-$788/mo 
Includes HVAC, electric, taxes, WiFi 
Smaller suites share kitchenette, reception area 
and conference room 
¢ Easy access to 128/93 « 


If you are unable to attend, but are interested in - 
viewing the suites, please call 781-944-7233 


YOUR 


KITCHEN 
CONNECTION 


ADAMS Kitchens, Bathrooms and. 
Custom Built Interiors 


We do it all. 


We are a full-service dealer specializing 
in kitchens, baths and cabinets 

for every room. Remodeling, additions, 
granite, appliances & more. 


Open M-F 9-5; Sat. 10-2; Eves. by App't. 
www.adamskitchens.com 

125 Main Street, Stoneham, MA 
781.438.5065 


“Wood:-Mode 
FINE CUSTOM CABINETRY BROOKHAVEN. 
TRY 


| Nationa Kitchen 
Bath Association 
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~ Real Estate Transfers 


-BURLINGTON- 
7 ALLISON DR was sold to Michael & Sheilajane Lewis by 
Catherine Goldfarb for $665,000 
4 CORBETT DR was sold to Chiheng Tan & Shanying Zhang by 
Prashant Singh for $828,888 


-NORTH READING- 
7 ANTHONY RD was sold to Kevin Abcunas & Chasity 
Laumann-Abcunas by Robert H. & Nora M. Noyes for $334,500 
115 CENTRAL ST was sold to Jonathan C. & Julie E. Ravesi by 
Richard G. & Lois E. Kelley for $382,000 
35°EAMES ST was sold to Brandon & Melissa Schrenker by 
Robert E. Lord RT & Robert E. Lord for $315,000 
193 ELM ST #612 was sold to Michael & Jennifer Diplatzi by 
Robert F. & Paula R. Verdonck for $468,000 
44. MAIN ST #4 was sold to Eric & Kelly Kerr by Mary 
Brzezenski for $50,000 
6 NORTH ST was sold to Susan E. Kirby by KAG FT & Garry E. 
Montgomery for $275,000 . 
27 ORCHARD DR was sold to Christopher Flynn by PEC RT & 
Pamela E. Carracino for $400,000 
50 PARK ST was sold to Alro LLC by Dante RT & Edward L. 
Glazer for $250,000 
8 PILGRIM ST #12 was sold to John H. Rugheimer RET & John 
H. Rugheimer by Claire L. Hurley for $375,000 
I SPRUCE RD was sold to Marc S. & Marisa F. Silva by Fiore 
FT & Carole J. Labo for $320,000 
17 STEWART RD was sold to Maryam Parsa & Hessam Vakili 
by Mohammad & Maryam Parsa for $360,000 
5 SUMNER ST was sold to Patricia A. Murphy by Asst 
Redevelopment Corp for $400,000 


-READING- 
57 ASH HILL RD was sold to Jonathan C. Hawkins & Beth 
Millian by John & Ann M. Ware for $510,000 
16 COLLINS AVE was sold to Michael R. & Kathleen D. 
Millerick by Valerie H. Rust & James P. Collins for $432,500 
8 CROCUS LN was sold to Christopher S. Stuettle & Kayleigh S. 
O’Connor by Christopher & Tracy Mitchell for $399,000 
HAVERHILL ST (off) #11 was sold to Robert M. Keegan by 
Theodore Mouzakis for $63,000 
195 MAIN ST was sold to Miran Badzak by Matthew T. Congo 


Transfers ws-7 


If you are searching for... 


MIDDLESEX EAST appearing in Daily Times — Chronicle (Reading, Woburn, Winchester, Burlington, Wakefield), 
Lynnfield Villager, No. Reading Transcript, Wilmington & Tewksbury Town Crier, Stoneham Independent 


Jabez Weston House 


Own a bit 
of the area’s 


history 


Go Historic ... 

The Jabez Weston House at 
86 West Street in Reading will 
open its doors for an Open 
House this Sunday, May 5th 
from 1-3 p.m. 

This three bedroom home 
was built over a period of 
years spanning the mid 1700’s 
to about 1810. 

According to “At Wood 
End” it is known from 
genealogical records that 
either Jabez Weston’s grand- 
father or father built the left 
one third of the main house. 
Some studies indicate that 
Jabez Weston built the right 
hand third of the house in 1779 
as a separate house, and later 
the two were joined, hence the 
two front doors. The house 
remained with the Weston 
family until it was sold in 1954. 

The house sits within the 
West Street Historic District 


Sampler ws.7 


o An historic structure that has been thoughtfully repurposed into only three units... 
Spacious, luxury condominium homes with 2,800 livable square feet... 
High ceilings, large windows, hardwood floors and granite surfaces... 
Single level living that is ADA accessible for multi-generational families... 
First level decks and second level roof sky boxes... 

Second level bedrooms, baths, flex spaces and walk-in closets... 

500 square feet of heated, finished, underground, private parking... 

1,000 square feet of finished basement storage spaces... 

Flex-spaces for an office, home theater, exercise room, craft room... 
Other amenities such as a sprinkler system and a stand-by generator... 
A residential neighborhood with trees, green spaces and sidewalks... 
Adjacent open spaces with ball fields, basketball court and playground... 
Dog-friendly, fenced, green open spaces... 

No buzz from interstate highway traffic... 

Something unique and out of the ordinary in the high $600’s... 


Your search is over. 
The Residences at East School 


0” 0640640" 6. 6 £6350 050 5040 


‘12 Beacon Street, Stoneham /Century 21 Celli / Adelia DeTrecco 781-775-3547 / Donna Pedersen 781-696-9800 


Contutiy 


& O'Neit Assoc., INc 


Our Thoughts & Prayers go out to 
Everyone affected by the Tragic 
Events at the Boston Marathon. 


NEW LISTING! 


Bedford - $749,000 
Text “2winchesterdr” to 71441 
VISIT http://2WinchesterDrive.C21.com 


Kimberly 
O’Neil 


NEW LISTING! 
Somerville - $599,900 
Text “906broadway” to 71441 
i VISIT http://906BroadwaySomerville.C21.com 


NEW LISTING! 
North Reading - $439,900- 
Text “471parkstreet” to 71441 
VISIT http://471ParkStreet.C21.com 


Forest Green Estates! 
North Reading - $699,900 & up 
Text “forestgreen” to 71441 
VISIT http://Lot5ForestGreenEstates.C21.com 


Spindler & O'Neil Starwood division of S & O 
247 Main St., N Reading, MA 402 Main St., Wilmington, MA 
next to Sears Plaza opposite “T” Train Station 
Route 28 www.MyC210Online.com Route 38 


(978) 664-2100 (978) 657-8444 


FUDGE PROPERTIES 


11 Middlesex Avenue, Suite 5, Wilmington, MA 01887 
(978) 658-7300 www.fudgeproperties.com 
TEWKSBURY - $479,900 NEW LISTING BILLERICA 


WILMINGTON - $439,900 | | OPEN HOUSE SATURDAY 1-3 | | 
1st OPEN HOUSE SUNDAY 12-2 7 MORAN RD 
GRACE DRIVE 


Oversized Split Entry home with 3 bed- 
rooms, 2.5 baths, lower level family room 
with gas fireplace. Cathedral ceiling in 
country kitchen plus granite counters, 
double ovens and more! Rounding off 
this great home is a 2-car garage, mani- 
cured lawn and above ground pool! Awe- 
some home! 


Large Colonial in Desirable neighborhood! |” 

3 bdrms, |.5 baths. Freshly painted & brarid} | 

new wall to wall carpet in bdrms! Bright &} 

spacious living rm wifireplace & large eat-in} } 
kitchen w/built in island! Oversized 4 sea- 

son sun rm overlooking large deck, * | 
wifenced in yard! Partially finished base- 
ment & | car garage! 


thing to new construction? Look no 
further! This 3 bedroom, 1.5 bath 
Colonial has been totally renovated 
throughout. Hardwood floors, ce- 
ramic tile, open concept, all new 
windows & siding and a detached 2- 
RENTALS seaiicnnih 
WILMINGTON - $1,900/MONTH 
Nicely updated Ranch with 3 bed- 
rooms, hdwd firs, fireplace, garage & 
private back yard. Brand new fully ap- 
plianced kitchen & updated bath. 
Immediate occupancy! 


TEWKSBURY - $1,600/MONTH 
INCLUDES HEAT, ELECTRIC, 
WATER 


TEWKSBURY - $359,900 || 


Available now! Very well maintained, 
second floor apartment, in a quiet resi- an : 
dential neighborhood. Bright, spacious CALL CLAUDIA CAMPBELL 
rms, ample closet space, private deck & FOR MORE INFO ON ANY OF 
access to shared fenced in back yard. THESE FINE HOMES! 


Oversized Split w/|| rooms, 4 bed= 

rooms & 2 full baths. HUGE family- 1 

room wifireplace. This home offers |” 
great in-law potential 


READING NORTH ANDOVER 


rineaiereer rir 


OPEN HOUSE 
SUNDAY 12-2 PM_:-: 
Oakridge Village, Rt. 114-:- 

4 Rooms, 1 bedroom, Open 
concept Condo. $244, 500: : 


“8 Rooms: 4 bedooiis: 2- 
1/2 baths, hardwood floors, 
2 car garage, Farmer’s 


BAKE $ALE : 
SATURDAY, MAY 4, 9:00 A.M... : 
25 BAKER ST., READING ::: 


To benefit victims of 
Marathon bombings 


Fitzeernt & Associates Real Estate 


www.NorthReading.com Sales@ NorthReading.c com - 978-664-4709 


